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The object of this Association shall be the advancement of knowl- _ 
edge of the design, construction, operation and management of — 
water works, and the encouragement, by social intercourse among © 
its members, of a friendly exchange of information and experience. 


CONSTITUTION OF THE AMERICAN WATER WORKS 


ASSOCIATION 

Adopted June 12,1913 

Amended May 12, 1914 

Amended May 12, 1916 

Amended May 17, 1918 


ARTICLET 


NAME 

The name of this Association, a corporation organized under the == 
laws of the State of Illinois, shall be “The American Water Works 
Association.” 


ARTICLE III 


BERSHIP 


Section 1. Members of this Association may be either Honorary | _ 
Members, Active Members, Corporate Members, or Associate 
Members. 

Section 2. An Honorary Member shall be one whose scientific _ 
or practical knowledge in matters related to public water supply, or — 
whose accomplishments in that field of endeavor, shall entitle him 
to especial recognition by the Association. Honorary Members 
shall have the same privileges as Active Members, but shall not be _ 
required to make any payments for the support of the Association. 

Section 3. An Active Member shall be either a Superintendent, 
Manager or other officer of a municipal or private water works;a 
civil, mechanical, hydraulic or sanitary engineer, a chemist or bacte- — 
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CONSTITUTION 


riologist, including those acting technically as such for, and employed 
by, Associate Members of the Association; or any qualified person 
engaged in the advancement of knowledge relating to water supplies 
in general. 

Section 4. A Corporate Member shall be either a Water Board 
or Commission, or a Water Company, and shall be entitled to one 
representative who shall have all the rights and privileges of an 
Active Member. 

Sxction 5. An Associate Member shall be either a person, firm 
or corporation, engaged in manufacturing or furnishing materials or 
supplies for the construction or maintenance of water works. An 
Associate Membership shall entitle the holder to be represented by 
one person on the floor at each meeting but such representative 
shall not be entitled to vote or take part in any discussion unless 
permission is given by unanimous consent of the members present; 
provided, however, that Associate Members may vote on selection 
of the place of meeting as provided in Article 9, Section 1, each 
Associate membership being entitled to one vote only. 

Section 6. When an Active Member so changes his vocation 
that were he to apply for membership he would be classed as an 
Associate Member, he may continue as an Active Member with all 
the privileges of that grade, except that he shall not be eligible to 

any elective office in the Association. oT eee 


ARTICLE IV 
ADMISSION AND EXPULSION 

SecTION 1. The Executive Committee may, at its discretion, at 

the request of any member, present the name of any person qualified 

for Honorary Membership, to the Association for election to that 

grade of membership; but the Executive Committee must, upon the 

written request of twenty-five members, so present the name of 

any such person to the Association. 
Section 2. Any person, firm, corporation or water department 

desiring to become an Active, Corporate or Associate Member 

must make application for the grade of membership sought, upon 

the blank form provided by the Association. Each application 

must be endorsed by two members of the Association, shall embody 

a concise statement of the applicant’s qualifications for membership 

and be accompanied by the initiation fees and dues as hereinafter 
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provided. All applications must be forwarded to the Secretary who 
shall submit them to the Membership Committee, as soon as possible. 

A majority affirmative vote of the Membership Committee shall 
elect to Active, Corporate or Associate Membership subject to re- 
view by the Executive Committee. 

Section 3. No member whose dues are in arrears shall receive 
the publications of the Association until such dues are paid. Mem- 
bers in arrears for one year shall be dropped from the roll by the 
Secretary. 

Section 4. Any member who has been suspended for non-pay- 
ment of dues may be reinstated by the Membership Committee 
upon payment of all back dues. He shall then be entitled to 
receive such back numbers of the publications of the Association 
as may have been withheld from him on account of non-payment 
of dues, and are not out of print. 

Section 5. Any member of any grade may be expelled from the 

_ Association for cause, upon the recommendation of the Membership 
- Committee, adopted by a two-thirds vote of the members present 
and voting at any annual convention. 

SxecTIon 6. Any member may retire from membership by giving 
written notice to that effect to the Secretary, provided that he pay 
all dues to that date, unless released from said payment by eal 
Executive Committee. 


FEES AND DvEs 


7 Section 1. Each Active Member shall pay an initiation fee of 
_ Five Dollars, and annual dues of Five Dollars, provided that - a 
_ Active member in good standing who has paid dues continuously is i 
_-for thirty years shall be exempt from payment of further dues. . 
Szction 2. Each Corporate Member shall pay an initiation fee _ 
of Ten Dollars, and annual dues of Five Dollars. . 
Section 3. Each Associate Member shall pay an initiation fee 
of Ten Dollars, and annual dues of Ten Dollars. 
Section 4. The fiscal year of the Association shall begin April 
Ist and terminate on March 31st. Annual dues shall be payable 
in advance and shall be due on April Ist, the first day of the fiscal 
year covered by said dues. It shall be the duty of the Secretary 
to notify each member on or before March 15th of the amount due 


_ from said member for the ensuing year. eile ies. 
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CONSTITUTION 


Srction 5. Any newly elected member shall be entitled to all 
the publications of the Association that are distributed to its mem- 
bers during the year. Members elected later than December Ist 
shall not be required to pay the annual dues for the current year, 
but if they do pay said annual dues they shall receive all the publi- 
cations to which members in good standing are entitled for that 
year. 

Section 6. In case any application for membership shall be 
rejected the initiation fee and dues which accompanied the appli- 
cation shall be returned to the applicant. 

Section 7.* Any Active Member in good standing in any Inter- 
state, State or Local Association formed for the same general pur- 
pose as this Association, and which has been approved as such 
by the Executive Committee of this Association, who may apply for 
Active or Corporate Membership, may be admitted by the Member- 
ship Committee without the payment of the regular initiation 
fee; provided he shall furnish evidence that he has paid, during 
his membership in such Interstate, State or Local Association, 
in fees and dues, an amount equal to or exceeding the initiation 
fee required in this Association, and is at the time of making ap- 


plication for membership in this Association an Active Member 
in good standing in said Interstate, State or Local Association. 


OFFICERS 


a Section 1. The officers of the Association shall be a President, 
Vice-President, Treasurer, Secretary and Editor of the Association’s 
publications. The offices of the Secretary and Editor may be com- 
bined at the discretion of the Executive Committee. 

Section 2. There shall be an Executive Committee in which the 
government of the Association shall be vested. It shall consist of 
the President, Vice-President, Treasurer, Secretary, Editor, the 
Chairman of the Finance Committee, the latest two living past 
Presidents and six Trustees elected to represent the six districts here- 
inafter established, one Trustee to be elected from each district 
to serve three years. The President and Secretary of the Associa- 
tion shall be the President and Secretary of the Executive Committee. 
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In 1919 one Trustee shall be elected from District 1, and one from 
District 4, to succeed the present Trustees whose terms expire in 
1919; in 1920 one Trustee shall be elected from District 2, and one 
from District 5 to succeed the present Trustees whose terms expire 
in 1920; in 1921 one Trustee shall be elected from District 3, and 
one from District 6, to succeed the present Trustees whose terms 
expire in 1921; and every year thereafter two Trustees shall be 
elected in the districts in which the terms of the incumbents expire. 

Section 3. The following districts are established for the pur- 
pose of territorial representation: 

District 1 shall include the States of Maine, New Hampshire, 
Vermont, Massachusetts, Rhode Island, Connecticut, Michigan, Wis- 
consin and the Dominion of Canada. ae 7 

District 2 shall include the State of New York. bvepe.: 

District 3 shallinclude the States of New Jersey, Pennsylvania and 
Delaware. 

District 4 shall include the States of Ohio, Indiana and Illinois. 

District 5 shall include the District of Columbia and the States of 
Maryland, Virginia, West Virginia, North Carolina, South Carolina, 
Georgia, Florida, Alabama, Mississippi, Missouri, Tennessee, Ken- 
tucky, Arkansas, Louisiana, Kansas, Oklahoma and Texas. 

District 6 shall include all other States and Territories of the 
Union, and all territory outside of the United States not otherwise 
provided for. 

The boundary lines of these districts may be changed by majority 
vote of the Association at any time when it becomes necessary so to 
do in order to preserve approximately the same number of voting 
members in each district. Should any Trustee be thrown into an- 
other district by changes made in the boundary lines or by change of 
residence, he shall serve out his term of office and be accredited as the 
representative either of his old district or of the district in which he 


Serres 4. As the last order of business of the second session 
of the first day of the annual conventions the members from each 
District shall elect a member of the Nominating Committee to 
represent their respective Districts. Due notice of such election shall 
be prominently given in the program of the convention, which shall 
be mailed to the members at least three weeks previous to the open- 
ing day of the convention. The votes of the Districts shall be by 
ballot or acclaim and a majority vote of the members of each Dis- 


ay 
7 
J 
> 
ry. 
= 
oa 
ay 
“Wy 
ra 
oat 
A! 
a 
ps j 
a 
ri 


trict present and voting shall elect the member of the Nominating 
Committee to represent that District. The members of the Nom- 
inating Committee so elected, together with the latest living past- 
president present at the convention, who shall be Chairman, shall 
constitute the Nominating Committee to place in nomination can- 
didates for the offices to be filled for the following year. 

The Nominating Committee shall hold a meeting at 8.30 a.m. on 
the second day of the convention; previous to which time sugges- 
tions of names to fill the various offices may be made by the mem- 
bers of the Association to the members of the Nominating Com- 
mittee, or by leaving same with the Secretary of the Association 
prior to the meeting of the Committee; names sent to the Secretary 
by mail at any time prior to the meeting of the committee shall also 
be presented to the Committee for consideration; Nominations shall 
be by majority vote of the Nominating Committee, who must place 
in nomination one, and may place two, candidates for each office 
to be filled. 

On or before January 10 the Nominating Committee shall report 
its list of nominees to the Secretary of the Association, who shall 
before the first day of February cause to be mailed to the member- 
ship the list of nominees selected by the Nominating Committee. 
At any time prior to noon on the first day of March of each year addi- 
tional nominations may be made by request to the Secretary, signed 
by at least twenty-five Active, Honorary or Corporate members, and 
upon the receipt of such request the Secretary shall, after acceptance 
of the nomination by the candidate, add such additional nominees to 
the final ballot to be prepared by him. The nominees of the Nomi- 
nating Committee shall head such final ballot for each office, and any 
additional nominees for the respective offices shall be placed under 
the nominees of the Committee in alphabetical order. 

Section 5. Election shall be by letter ballot. At least two 
months before the date of the annual convention, a ticket shall be 
mailed to each member of the Association entitled to vote. Each 
member shall be entitled to vote for one candidate for President, one 
candidate for Vice-President, one candidate for Treasurer and two 
candidates for Trustees. The ballot shall be sealed separately in a 
special ballot envelope. This ballot envelope shall be enclosed in 
a larger envelope and forwarded to the Secretary. The signature 
of the member voting shall appear on the outer envelope. 
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shall meet at a time and place directed by the President, and shall 
open and count all ballots cast by persons entitled to vote. No ballot 
shall be counted if received later than noon of the seventh day 
previous to the beginning of the annual convention. 

The result of the canvass for President, Vice-President, Treasurer 
and Trustees shall be declared by the President at the Annual Meet- 
ing on certification of the canvassing board. The members who 
shall have received the highest number of votes cast for the several 
offices shall be declared elected. If there be a tie vote the President 
shall order a vote to be taken in the annual convention to decide 
which person of those who shall have received the same number of 
ballots shall be chosen. 

The terms of the officers so elected shall be as follows: For the 
President, Vice-President, and Treasurer, each one year beginning 
with the close of the last day of the annual convention and ending 
the last day of the next annual convention, or until their succes- 
sor shall have been chosen; for the Trustees, three years beginning 
with the close of the last day of the annual convention, or until 
their successors shall have been chosen. 

Section 6. Before the close of each annual convention, the 
Executive Committee elected to serve during the year ensuing, shall 
organize and elect a Secretary and an Editor, to serve until the close 
of the next annual convention, or until their successors are chosen. 

Section 7. In case of inability of the President to perform the 
duties of his office, his position shall be temporarily filled by the Vice- 
President, and in case of inability of the Vice-President, his position _ 
shall be filled by one of the Trustees; the order of precedence being 
governed by priority in date of election as Trustee, or if the dates nd 
election be the same, by priority in date of the admission of such 
Trustees to membership in the Association. 

Section 8. All vacancies in office, except as provided in Section 
7 hereof, shall be filled by vote of the Executive Committee for the 
unexpired term of said office as soon as practicable after said vacancy _ 
occurs. 

Section 9. The President, Vice-President and Trustees shall be — 


a ineligible to election to the same office for consecutive terms. 
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DUTIES OF 


Section 1. The President shall have general supervision of the 
affairs of the Association, and shall preside at all meetings of the 
Association and of the Executive Committee at which he may be 
present. 

Section 2. The Executive Committee shall be the legal repre- 
sentative of the Association and as such shall have full control of 
the management of the affairs of the Association, subject to the 
control of the Association in regular convention; it shall make the 
necessary arrangements for the convention and shall have power 
to expend the funds of the Association or to invest the same, but 
must not incur indebtedness beyond the funds in the hands of the 
Treasurer and Secretary. The Executive Committee shall have 
power to prepare and enforce, for the conduct of the business of 
the Association, by-laws not in conflict with this Constitution. It 
shall hold an annual meeting at least one hour before the opening 
session of each annual convention. Other meetings shall be held 
at the call of the President or of any three members of the 
Executive Committee. 

All questions in the Executive Committee shall be decided by a 
majority vote and seven members shall constitute a quorum. The 
Executive Committee may vote by letter upon questions sub- 
mitted by the President and Secretary. 

Section 3. The Treasurer shall have charge of the funds of the 
Association, shall pay bills against the Association on order of the 
Finance Committee certified by the Secretary and shall make a 
report of the expenditures and of the funds of the Association at 
the annual convention. 

Section 4. The Secretary shall be an Active Member of the 
Association. It shall be his duty to attend all conventions and 
meetings of the Association and of the Executive Committee; pre- 
pare the business and duly record the proceedings thereof. He 
shall see that all moneys due the Association are carefully collected, 
and shall promptly pay the same to the Treasurer. He shall 
personally certify the accuracy of all bills or vouchers to the 
Finance Committee. 

He shall, at the annual convention, make a report of the receipts 
and of the condition and affairs of the Association. 
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He shall conduct the correspondence of the Ansociation and 
keep a full record of the same. 

Section 5. The Editor shall have charge of the printing and 
distribution to all the members, of the Proceedings and Transac- 
tions of the Association and shall perform such other duties as are 
assigned to him by the Executive Committee. 

The publications of the Association shall be copyrighted so far 

is practicable and proper. 

Section 1. There shall be four standing Committees, the Finance 
Committee, the Membership Committee, the Publication Committee 
and the Convention Committee. The members of each shall be ap- 
pointed by the incoming Executive Committee. They shall serve 
for one year beginning with the close of the last day of the Annual 
Meeting or until their successors shall have been appointed. Special 
Committees may be appointed at any time by the President. 

Section 2. The Finance Committee, which shall consist of 
three active members, shall audit and approve all bills before they 
shall be paid by the Treasurer. It shall examine the books of the 
Secretary and of the Treasurer annually or more often, and shall 
audit the same and report upon the same to the Executive Com- 
mittee. This Committee shall also have general supervision of 
the finances of the Association, making such reports thereon to 
the Executive Committee as the exigencies of the case may require 
or as directed by the Executive Committee or by the Association 
at its annual convention. 

Section 3. The Membership Committee. which shall consist 
of three members, shall examine the qualifications of and vote upon 
all applicants for membership nominated in due form, and report 
its action to the Secretary. 

Section 4. The Publication Committee, which shall consist of 
five members, one of whom shall be the Editor, shall have control 
of the publications of the Association and shall see that all publi- 
cations and papers are edited before publication, and, whenever 
possible, before presentation. 

The committee may call to its aid members of the Association 


CoMMITTEES 
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to advise in regard to any paper, or to discuss the same, and may 
return any paper to its author for correction or amendment. 

No papers containing matter either readily found elsewhere, 
especially advocating personal interests, carelessly prepared, purely 
speculative, or foreign to the purpose of the Association shall be 
accepted. The Committee shall prepare rules which, when ap- 
proved by the Executive Committee, shall govern the preparation, 
presentation and publication of all papers and such other matters of 
similar nature as the best interests of the Association may require. 

Section 5. The Convention Committee, which shall consist of 
three members, one of whom shall be the Secretary, shall investigate 
all invitations to hold conventions of the Association, satisfying itself 
that the places extending the invitations have proper facilities for the 
accommodation of the members and guests, for holding the meetings 
of the Association with its National Sections, and for Exhibits by 
Associate Members. This Committee shall invite the Convention 
Committee of the Water Works Manufacturers’ Association to 
coéperate with it. The Committee shall prepare and send to all 
cities extending invitations to hold conventions a form containing 
such questions as may be necessary to properly inform the Com- 
mittee as to the convention facilities offered. The information shall 
include a diagram of the rooms offered for meeting rooms, Committee 
and Section rooms and exhibition space, also a list of available hotels, 
with guaranteed rates and the number that each will accommodate; 
points of interest to water works people, and entertainment, if any, 
offered. 

During each Annual Convention the Committee shall hold a meet- 
ing, at which advocates of various places extending invitations shall 
be heard, and at the time designated by the Executive Committee for 
the selection of the place for holding the next Annual Convention the 
Committee shall make a report to the convention, stating in alpha- 
betical order the invitations received and fully and impartially set 
forth the advantages and facilities offered by each. Should no invi- 
tations be received it shall be the duty of the Committee to ascertain 
what arrangements can be made for holding a convention, and to 
report to the Executive Committee before the convention convenes. 

The Committee, or one or more members of the Committee, may, 
as soon as practicable after the place for holding a convention has 
been selected, visit such place and ascertain whether the guarantees 
can be fully carried out, and whether it is a suitable place for holding 
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a convention of the Association; also, if the place is approved, to make 

the necessary arrangments for holding the convention. If, aftersuch 

visit, it is the judgment of the Committee that the place is not suit- 

able, or does not offer proper facilities, or for any other reason it 

would not be for the best interests of the Association to hold its con- 

vention there, the Committee shall immediately report its findings 

to the Executive Committee, with its recommendations as to the 

. meeting place for the next annual convention. The expenses of the 

“ Committee or members of the Committee, in making such visits to Bs! 

be borne by the Association, on the basis of an allowance of four cents a 

MEETINGS 


Section 1. The Annual Convention of the Association shall open 
on such Tuesday as the Executive Committee may designate, at 
nine o’clock, a. m., and at such place as shall have been designated 
by the Association at the previous convention, the selection to be 
by ballot. The place receiving a majority of all votes cast shall 
be selected as the place of meeting. All members shall be entitled 
to vote. 

Section 2. The Executive Committee shall have power to 
change the place of meeting as in its judgment the interests of the 
Association may demand. 

Section 3. The date of the Annual Convention shall be fixed 
by the Executive Committee not less than seventy days in advance 
of the meeting, and such date shall be printed on all ballots for the 
nomination or election of officers. ; 


SzcTion 1. Local Sections may be established by the Executive 
Committee on receipt of a written request to that effect signed by 
twenty Active or Corporate Members of the Association, residing 
in the territory within which the Local Section is desired. 

Section 2. National Sections consisting of Engineers, Superin- 
tendents, Chemists and Bacteriologists, Accountants or other classes 
of persons included in the membership of the Association, may 
be established by the Executive Committee on the request of 


11 a 
: 
« 


CONSTITUTION 


thirty members. Any member of the Association may register in 
any National Section of the Association in which he is interested. 

Section 3. Such Sections, which shall consist only of members 
of this Association in good standing shall elect their own officers and 
committees, subject to confirmation by the Secretary of the Associa- 
tion as to their standing in the Association; and may make any rules 
for their government not inconsistent with the Constitution and By- 
laws of the Association, but these rules must first be approved by 
the Executive Committee. 

Section 4. Each Local Section as soon as established, and after 
its rules have been approved by the Executive Committee, may, with 
the approval of the Finance Committee, annually receive from the 
Treasurer of the Association, for local use, not more than twenty-five 
per cent of the annual dues paid to the Association by the members 
of the said Local Section; except that in no case shall the total of 
all moneys received by any Local Section for any one fiscal year 
exceed the sum of One Hundred and Fifty Dollars; and except that 
Local Sections with small memberships, where the allotted twenty- 
five per cent of the annual dues paid to the Association by the mem- 
bers of the said Local Section does not amount to Fifty Dollars, such 
Local Sections shall be entitled to receive from the Treasurer of the 
Association, for local use, not more than Fifty Dollars in any one 
fiscal year. 

The Treasurer of each Local Section shall forward to the Secretary 
of the Association his application endorsed by the presiding officer 
of the Section for such portions of the said sums above specified as 
may be needed; and upon receipt of such application the Secretary 
shall request the Finance Committee to authorize the Treasurer of 
the Association to pay such sums to the Treasurer of the Local Sec- 
tion. These moneys may be used by the Local Section only in pay- 
ment of necessary operating expenses incurred by the Section, such 
as printing, stationery, postage, rent and care of meeting room, light, 
fuel, stenographer, and stereopticon operator services at meetings, etc. 

At the end of each fiscal year the Treasurer of each Local Section 
shall submit a certified copy of his accounts to the Secretary of the 
Association, the same being itemized and showing the balance on 
hand of the funds received from the Association. This balance shall 
be returned to the Secretary of the Association, or shall be charged 
to the Local Section as a portion of its quota for the following aul 
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Section 5. The presiding officer of each section shall be an 
Honorary Vice-President of the Association. 

Section 6. Any section may be dissolved by the Executive 
Committee for good and sufficient reasons. 


ARTICLE XI 


Section 1. Any member may, with the concurrence of the pre- 
siding officer, admit friends to the meetings of the Association, but 
such persons shall not take part in the discussions without the con- 
sent of the convention; and the privilege of the floor can only be 
granted to a non-member by unanimous consent. 

Section 2. The Secretary shall send notice to all members of 
the Association at least fifteen days before the annual convention, 
giving the titles of papers to be read and mentioning any special 


business to be considered at said convention. ip 


ARTICLE XIE 


AMENDMENTS 


_ Sxcrion 1. All proposed amendments to the Constitution shall 
be submitted in writing to the Executive Committee which at its 
discretion may bring them before the next Annual Convention of the 
Association, but the Executive Committee must do so on the re- 
quest in writing of five members of the Association. 

Section 2. To pass an amendment to the Constitution, an 
affirmative vote of two-thirds of the members present and voting at 


said convention shall be required. _ 
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PAST PRESIDENTS 


*CoL. J. T. Foster, Chicago, Ill 

*Co.. J. T. Foster, Chicago, IIl 

*J. G. Brices, Terre Haute, Ind 

*L. H. Garpner, New Orleans, La 

*Preter MILNE, Brooklyn, N. Y 

+B. F. Jones, Kansas City, Mo 

*J. T. Fannitno, Minneapolis, Minn 

tA. N. Denman, Des Moines, Ia 

*J. H. Decker, Salina, Kans 

B. Butt, Quincey, Ill 

J. M. Driven, Elmira, N. Y 

G. H. Benzensera, Milwaukee, Wis 

James P. Davenport, Ia 

Paterson, N. J 

*W. G. Ricuarps, Atlanta, Ga 

*F. A. W. Davis, Indianapolis, Ind 

JoHN CAULFIELD, St. Paul, Minn 1897-1898 
*JosePH A. Bonp, Wilmington, Del 1898-1899 
R. M. Crayton, Atlanta, Ga 

C. E. Richmond, Va 

R. New York, N. Y 

*C. H. CampseE.., Charlotte, N. C 

Morris R. SHERRERD, Newark, N. J 1904-1905 
Dasney H. Maury, Peoria, 

Grorce H. Feuix, Reading, Pa 

D. W. Frencu, Weehawken, N. J 

Dr. Witi1am P. Mason, Troy, N. Y 

Joun W. Atvorp, Chicago, I] 

ALEXANDER MILng, St. Catharines, Ont 

Dow R. Gwinn, Terre Haute, Ind 1912-1913 
Rosert J. THomas, Lowell, Mass 1913-1914 
G. Eart, New Orleans, 1914-1915 
Nicnotas 8. Jr., New York, N. Y .... 1915-1916 
Lzonarp Mercatr, Boston, 1916-1917 
Taxzopons A. Detroit, 1917-1918 


Cuartes R. Henperson, Davenport, Ia 1918-1919 


* Deceased. 
+ Not now a member of the Association. 
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LIST OF OFFICERS 1920-1921 


President 
BEEKMAN C. Litt ie, Superintendent Water Works, Rochester, N. Y. 
Vice-President 
Epwarp Bartow, State University of Iowa, City, Ia. 
Treasurer 
ae James M. Catrp, Chemist and Bacteriologist, Troy, N. Y. 
Secretary 
Joun M. Diven, 153 West 71st St., New York, N. Y. Oy ee 
Editor 


Joun M. GoopE tL, 106 Lorraine Ave., Upper Montclair, N. J. 
Trustees 
Term Expiring 1921 — 
ALLAN W. CuppeEsack, Engineer and Superintendent, Paterson, N. J. 
«Jack J. Hinman, Jr., State Board of Health, Iowa City, Ia. 
Term Expiring 1922 
FRANK C. JorDAN, Secretary Water Co., Indianapolis, Ind. 
W. H. Ranpatu, 1197 King St. West, Toronto, Ont. 
Term Expiring 1923 
Harry F. Huy, General Manager Western New York Water Co., 


N. Y. 
: aoe J. Harpine, Vice-President San Antonio Water Co., San Antonio, 
xX. 
Executive Committee 
BEEKMAN C. LITTLE, President 
EDWARD BARTOW JACK J. HINMAN, JR. = 
JAMES M. CAIRD FRANK C. JORDAN 
JOHN M. DIVEN W. H. RANDALL 
GEORGE A. JOHNSON HARRY F. HUY 


JOHN M. GOODELL ROBERT J. HARDING 
- ALLAN W. CUDDEBACK CHARLES R. HENDERSON 


7 CARLETON E. DAVIS 
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HONORARY VICE PRESIDENTS ve 
G. A. California Section 


ALEXANDER Canada Section 


J. N. Cuester, Central States Section : 
CaRLETON E. Davis, 4-States Section 
F. C. Amssary, Illinois Section 
G. E. SHoEMAKER, Iowa Section 
D. A. ReEep, Minnesota Section 
W. Bross, New York Section 
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LIST OF SECTIONS 


CALIFORNIA 
GeorGE A. ELLIotr 
CHARLES G. Hype 


Secretary-Treasurer GEORGE W. Pracy 
Executive Committee ‘, N. Isaacs, C. G. GILLESPIE 


Chairman ALEXANDER MILNE 


Secretary-Treasurer Henry G. Hunter 

Trustees: R. L. Doppin, R. C. Harris, AkTHUR Surveyor, W. H. Ham- 
MOND, MacHarvey McCrapy, J. J. Sanmonp, C. W. 


CENTRAL STATES 


Secretary 
Trustees...............C. W. Wires, THEopore A. LEIsEN, J. C. BEARDSLEY 
4-STATES SECTION 
CARLETON E. Davis 
Epaar M. Hoorrs 
Second Vice-President ALFRED M. Quick 
Third Vice-President L. VAN GILDER 
Secretary-Treasurer 
Executive Committee: J. W. Lepoux, N. E. Bartrietr, W. H. BoarpMan, 
J. C. Trautwine, H. D. Brown 


ILLINOIS 


E. SHOEMAKER 


Secretar y-Treasurer 


MINNESOTA 


Secretary-Treasurer 
Trustees....................M. G@. Houmns, C. J. Sutnivan, C. M. Crowtey. 


NEW YORK 
President W. BrusH 
Secretary Epwarp S. CoLe 
Board of Governors: D. W. Frencu, W. Brus, GrorGe A. JOHNSON, 
Epwarp S. Cote, Cuaries R. Betres 
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Chairman..... ..d. IN. UHESTER 
Vice-Chairmar GENSHEINER 
Treasurer..... ..A. W. INMAN 
4 
ay 
‘ 
( F. C, AMSBARY 
J W. ALVORD 
IOWA 
Vice-Chairman 
= 
Vice-Chairman wis I. BrrDsALL 
‘ 
* 
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LIST OF COMMITTEES 


PUBLICATION COMMITTEE 


W. Brus, Chairman, Municipal Building, New York 
Gsorces A. JoHnson, 150 Nassau St., New York 

ALLAN W. Cuppesack, 158 Ellison St., Paterson, N. J. 

G. C. HaBERMEYER, Urbana, III. 

J. M. Goopet., Editor, ex-officio, Upper Montclair, N. J. 


FINANCE COMMITTEE 


GrorceE A. Jounson, Chairman, 150 Nassau St., New York, 
J. WatreR ACKERMAN, Supt. Water Board, Wate artown, N. Y. 
Grorar C. Anprews, Water Commissioner, Buffalo, N.Y. 


MEMBERSHIP COMMITTEE 
Frank C. JornpAN, Chairman, Secretary Water Company, Sediaunnetite Ind. 
Henry P. Bouman, Superintendent Water Works, Milwaukee, Wis. 
THeopore A. LersEn, C. E., Bd. Water Comnrs., Detroit, Mich. 


CONVENTION COMMITTEE 
Harry F. Huy, Chairman, 704 Electric Bldg., Buffalo, N. Y. 
Lyman P. Hapcoop, Supt. Dept. Water, Jamestown, N. Y. 
J. M. Driven, Secretary, 153 W. 71st St., New York 


REVISION OF STANDARD SPECIFICATIONS FOR CAST IRON PIPE AND SPECIALS 

FraNK A. BarBour, Chairman, Cons. Hydr. and Sanit. Engr., 1120 Tremont 
Bldg., Boston, Mass. 
W. H. RanpaALL, 1197 King St. West, Toronto, Ont. 
Wa LteR Woop, Prest. Millville Water Co., 400 Chestnut St., Philadelphia, Pa. 
Epwarp E. WALL, Water Commissioner, St. Louis, Mo. 
N. F. S. Russet, 1421 Chestnut Street, Philadelphia, Pa. 
OFFICIAL STANDARDS OF WATER ANALYSIS la 

Jack J. HinMAN, Jr., Chairman, State Board of Health, Iowa City, Ia. 
E. M. Cuamort, Prof. Sanitary Chemistry, Cornell Univ., Ithaca, N. Y. 
H. A. Wuitraker, State Board of Health, Minneapolis, Minn. 


ApeL WoLMAN, Sanitary Engineer, 16 W. Saratoga Street, Baltimore, Md. 
MacHarvey McCrapy, Chem. & Bact. Bd. of Hlth., P.Q., Montreal, Canada 


PRIVATE FIRE PROTECTION SERVICE 
8. Jr., Chairman, Consulting Engineer, 112 E. 19th Street, 
York, N. Y. 
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18 LIST OF COMMITTEES 


Grorce G. Eart, 502 City Hall Annex, New Orleans, La. = 
E. V. Frencu, M. E., 31 Milk Street, Boston, Mass. - r- 
Frank C. Jorpan, Secretary Water Company, Indianapolis, Ind. = 


Watter E. Miter, 413-416 Pioneer Block, Madison, Wis. 


REPRESENTATIVES IN AMERICAN COMMITTEE IN ELECTROLYSIS ; 
AuFrED D. Fuinn, Chairman, Secty. United Eng. Soc., 901 Eng. Soe. Bldg., 
New York, N. Y. 
Epwarp E. Minor, Supt. Water Co., New Haven, Conn. 2G 


Nicuo.as S. Hitt, Jr., Cons. Engr., 112 E. 19th St. New York, N. Y. 


STANDARD SPECIFICATIONS FOR WATER METERS 
Caues M. Savitz, Chairman, Mgr. & Chf. Engr. Water Works, New Haven, 
Dow R. Gwinn, Prest. Water Co., Terre Haute, Ind. | aa 


Rosert J. THomas, 85 Eleventh St., Lowell, Mass. ie 
Seru M. Van Loan, Genl. Supt. Bureau of Water, Philadelphia, Pa. Ace 

STANDARD BRASS FITTINGS 
Epwarps, Chairman, Passaic Water Co., Paterson, N. J. 

MEMBERS STANDARDIZATION COUNCIL 

Gro. W. Fuuuer, Chairman, 170 Broadway, New York, N. Y. 
Gro. A. Jonnson, 150 Nassau St., New York, N. Y. ‘7, 
FRANK A. BarBoour, 1120 Tremont Bldg., Boston, Mass. 7 
Epwarp Bartow, State Univer. of Iowa, Iowa City, Ia. a ee 


Gro. C, Wuippte, Harvard Univ., Cambridge, Mass. 
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ROLL OF HONOR 
ANDERS, FRANK LAFAYETTE, Capt. Q. M. C. 
ARMSTRONG, Rocsr W., Capt. Q. M. C. 
Ayres, JoHn H., Capt. Engrs. 
Haroup Eaton, Capt. Engrs., A. E. F. 
Barr, Maurice Z., Capt. Q. M. C. 
Bartow, Epwarp, Col. San. Corps, A. E. F. 
Bascom, G. R., Major San. Corps. 
Bassett, Cuarues K., Lieut. Engrs., A. E. F. | 
BAUEREISEN, R. J., Capt. Q. M. C. 
Bennett, A. N., Ist Lieut. F. A. R. C. 
Benuam, WessTER L., Major Q. M. C. 
BERNHAGEN, Lewis O., Ist Lieut. San. Corps. 
Buack, Ernest B., Capt. A. S. R. C. 
Buack, Gurpon G., Major Engrs., A. E. F. 
Buarr, McCrea Parker, Inf. H. M. S. 


Bow.es, JamMes TEN Brorck, Lt. Col. San. Corps, A.E.F. 
BRENNAN, B. C., Capt. Engrs., A. E. F. 


Brower, Irvine C., Major Q. M. C. 2 MA 
Brown, Rasseuas WItcox, Capt. Inf., A. E. F. 

Brown, Rosert Huse, Major San. Corps. 

Buka, Stmeon, Ist Lieut. San. Corps, A. E. F. 

BusweELL, A. M., Ist Lieut. San. Corps, A. E. F. 

Carr, JosepH ArtuouR, Corp. A. 8. S. C., A. E. F. 

Cass, E., Ensign N. R. C. 

Catiett, GeorGe Firznuau, Capt. San. Engrs., A. E. F, 
CHENEY, JosepuH Y., 2nd Lieut. Inf. 

Cuitps, J. A., Capt. San. Corps. 

CurpLey, Duprey, Capt. Q. M. C. 

CiarBoRNE, Herpert A., Lieut. A. S. S. C., A. E. F. 
Coturns, Paut Owen, Capt. San. Corps, A. E. F. 

Cow es, MARTIN WaRREN, 2nd Lieut. San. Corps, A. E. F. 
Craic, Rospert Hat, Capt. San. Eng. 

Dauuyn, F. A., Capt. C.E.F. (Siberia). 
Dantets, Francis E., Capt. San. Corps. | 
Diven, J. M., Jr., 1st. Lieut. O.R.C. 
Doman, JosepH, Ist Lieut. Engrs., A. E. F. 

Done Ricwarp V., Ist Lieut. E. R. C., A. E. F. 
Doren, Leonarp, Major Q. M. C. 

EvprepcGe, Guy, Capt. San. Corps, A. E. F. 

EverETT, Cuester M., Capt. San. Corps. 

Evincer, M. I., Capt. Engrs. 
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Frrauson, Harry Foster, Ist Lieut. A. S., 8S. O. S., A. E. F. 
Frencu, E. V., Major Q. M. C., A. E. F. 
Frirze, L. A., Capt. San. Corps, A. E. F. 
Gavett, Weston, Capt. San. Corps. 
GoLpsMITH, CLARENCE, Major Q. M. C. 
Grarr, Georce W., F. A. 
Grecory, JoHN Capt. San. Corps. 
Haug, Ricuarp Kina, Lt. Col. F. A., A. E. F. 
Paut, Capt. Engrs., A. E. F. 
Hasxins, C. A., Capt. San. Corps. 
HatrFieLp, WILLIAM DuRRELL, San. Engrs. 
James Nisset, Major Engrs. (Died in service.) 
Henprick, WauLuAce M., Capt. Engrs., A. E. F. 
Hinman, Jack J., Jr., Capt. San. Corps, A. E. F. 
Hoan, WiLu1aM CuristiANn, Lt. Col. San. Corps. 
Hoopes, Epaar M., Jr., Capt. Q. M. C. 
How.anp, Rosert E., Capt. Royal Engrs., B. E. F. 
Hyper, Capt. San. Corps. 
Invina, THomas C., Lt. Col. Royal Can. Engrs. (Killed in action.) 
Irwin, E., Capt. San. Corps. 
JARVIS, ALEXANDER CHARLES, Capt. Royal Engrs., B. E. F. 
Jenninos, C. A., Capt. Q. M. C. a 
Jounson, Epaar W., Inf. A. E. F 

Jounson, A., Col. Q. M. C. 


Jones, GRANVILLE R., Capt. San. Corps. (Died in service.) va 4 
Ketty, Earu W., E. R. C., A. E. F. 
KinpaTrick, JoHN Dovatas, Lt. Col. Q. M. C., A. E. F. 

Kirkpatrick, T., Lt. Inf. 
Kniout, Geratp Wixson, Lt. Col. Engrs., A. E. F. 
Len, Cuaruzs H., Ist Lieut. E. R. C., A. E. F. = 


THEopore A., Major Q. M. C. oe! 
Letron, Harry Pike, Capt. San. Corps, A. E. F. ae =. 
Levy, A. G., Capt. Q. M. C. -? 
Lonatsy, Faanom F., Col. Engrs., A. E. F. : 
Lonatay, Freprik J., Lieut. A. 8. 8. C. 
McCormick, RoBert , Engrs. 
WM., Maj. R. 
McLaveuuin, Georce E., Lieut. N. R. C. 
McMang, I., Ist Lieut. Q. M. C. 

McRagz, Henry C., Ist Lieut. E. R. C. 

McQuistan, Nisspet, Capt. H. M. S., B. E. F. 

Macuen, Henry B., Major O. R. C. 

MALLALIEU, WILLARD C., Capt. San. Corps, 

Maovry, Dasney H., Lt. Col. Q. M. C. 

Messer, Ricwarp, Major Q. M. C. 

MITCHELL, CHARLES HamitTon, Brig. Gen]. H. M. 8S. 

Lt. Royal Engrs. H. M. S. 

Moater, Bruce M., Maj. San. Corps, A. E. F. 
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Morpuy, ALVIN R., Capt. San. Corps, A. E. F. 
Murray, Harry E., Capt. Q. M. C. 
NIGHSWONGER, Hannison Wort, Ist. Lieut. San Compe 
O’Mpary, Rosert J., Lieut. E. R. C., A. E, F. 
PEARSON, WALLACE M., 2nd Lieut. Q. M. C. 
Matcou, Ist Lieut., A. E. F. 

Powers, JEROME, Ist Lieut. Engrs., A. E. F. 
Pruett, G. C., Capt. Engrs. 

Puau, MArRsHALL R., Major Engrs., A. E. F. 
Race, Joseprn, Capt. H. M. S. 

Regs, 8. P., Lieut. Q. M. C. 

Roserts, Ear I., 2nd Lieut. San Corps, A. E. F. 
Routan, H. N. Genl. H. M. 8. 
ScHARFF, Mavunice Roos, Ist Lieut. E. R. C., A. E. F. a 
Suistey, Kennet, Capt. Engrs. 

Smitu, Gorpon Z., Ist Lieut. Engrs. 

Smitu, MERRITT Havinann, Col. F. A., A. BE. F. 
Smoot, L. D., Capt. Q. M. C. 

Sotomon, GABRIEL Roperts, Col. Q. M. C. 
Sprar, WALTER E., Capt. Q. M. C. 

SrerHen, Cuarves, Lieut. Comndr. H. M. R. N. 
Stover, Freperick H., Capt. San. Corps. 

Suter, Russewu, Capt. Engrs., A. E. F. 
THORNELL, JosepxH B., Med. Corps. 

Tou.es, Franxk C., Ist Lieut. Engrs., A. E, F. 
ToynE, JoHN W., Capt. Q. M. C. 

Trow, LinDEN C., Q. M. C. 

Van WINKLE, Water H., Jr., ist Lieut. Q. M. C 
Waaner, Bernard M., Major Engrs. 

Waker, Exton D., Capt. Engrs., A. E. F. 
West, Vernon F., Lieut. N. R. C. 

WHEELER, Ropert C., Major Q. M. C. 

WuitTMan, Ezra B., Major Q. R. C. 

WicxuaM, James T., Lt. R. E., B. E. F. 
Wiuiams, Garpner S., Major E. R. C. 

Wison, Enaar K., Capt. Engrs. 

Woop, Epwarp, Jn., Capt. F. A. R. C., 

WorRELL, M. L., Capt. Q. M. C. 

WoRTHEN, M., Capt. Engrs. 

Wricat, Joun Bertram, Capt. Engrs. 

Youna, C. C., Ist Lieut. San. Corps. 


y= 


AMERICAN WATER WORKS ASSOCIATION 21 
» 
> 


ou a” 


CAULFIELD, JOHN : 
Mer. Bismarck Water Supply Co., Bismarck, N.D. 


Houtman, M. L. 
721 Olive St., St. Louis, Mo. 


Naxasma, Y. 
Imperial University, Tokyo, Japan. 


ACTIVE MEMBERS 
Assort, C. E. 
Mer. Water Works, Tuscaloosa, Ala. ~< 


G. H. 
Treas. & Supt. Southbridge Water Supply Co., 
Southbridge, Mass. a 


Aspott, Herman E., C.E. 
158 Ellison S., Paterson, N. J. 


ACKERMAN, J. WALTER in 


Supt. Water Board, Watertown, N. Y. 


Apams, Auton D. 
6 Walnut St., Framingham, Mass. — > 


Apams, Epwarp S. 
Dist. Mgr. Dravo-Doyle Co., 927 Citizens Bldg., 
Cleveland, O. 


Apams, F. P. =. 
City Eng., Chatam, Ont. 
Apams, HENRY 
Cons. Engr., 1263-69 Calvert Bldg., Baltimore, Md. 


Agrryns, ALBERT NELSON, C. E. 
716 Greenwood Ave., Brooklyn, N. Y. 


Apricu, A. C. 
Supt. of Sts., Rm. 3, City Hall, Beardstown, III. 


ALEXANDER, MONGOMERY 


—— & Bact., 819 Jackson St., Wilmington, 
e 


DATE OF 
ADMISSION 


July 14, 1887 
Mch. 29, 1881 


July 14, 1887 


June 5, 1916 


May 17, 1912 


14, 1920 
. 2, 1910 
30, 1912 


. 12, 1919 


. 16, 1919 
. 27, 1914 
. 18, 1915 
. 24, 1916 


. 27, 1914 
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ALEXANDER, R. C. 


Mgr. Water Co., Centervile Ia. 


ALLEMAN, Dr. GELLERT 
Prof. of Chemistry, Swarthmore, Pa. 


Auten, Huas L. 
Supt. Water & Light Com., Wilson, N. C. 


ALLEN, Louis P. 
Supt. Water Works, Johnson City, N. Y. 


ALLEN, WILLIAM JOHN 
Ch. Engr. & Bact., 329Cory Ave., Waukegan, III. 


Auun, T. D., C.E. 
303 Kendall Bldg., Pasadena, Cal. > 


ALLISON, JAMES E. 
300 Security Bldg., St. Louis, Mo. 


ALPERS, FRANK H. 


Supt. Water Co., Cimarron, N. M. 


ALvorD, JOHN W. 
Cons. Engr., 


AMES, CLARENCE F. 
Supt. Water Works, Norwich, N. Y. 


Amiss, THomas L. 
Supt. Water and Sewerage, Shreveport, La. 


Amos, JoHN F. 
h. Engr. R. & L. O. Water Co., 
Rochester, N. Y. 


F. C. 
Mgr. Water Co., Champaign, IIl. 


ANDERS, FRANK LAFAYETTE 
1205—6th St., South Fargo, N. D. 


ANDBRSON, J. F. 
417 N. Denver Ave., Kansas City, Mo. 


ANDERSON, Rosert M. 
Prof. Engrg. Practice, Stevens Inst., Hoboken, N. J. 


ANDREWS, GEORGE C. 
Water Comnr., 2 Municipal Bldg., 


ANDREWS, LEwIis P. 
Mer., Secty. & Treas. Water Co., Sedalia, Mo. 


Ropert E. 
Natl. Bd. Fire Underwriters, 
New York, N. Y. 


1417-18 Hartford Bldg., Chicago, IIl. 


Buffalo, N. Y. 


76 William St., 


Sty 20,1820 


‘June 21, 1920 


Mch. 12, 1917 
Apr. 27, 1920 
Jan. 18, 1915 
Mch. 28, 1910 
Feb. 17, 1913 
Oct. 14, 1919 

Apr. 3, 1889 
Mch. 30, 1938 
May 14, 1918 


Mch. 19, 1910 


June 6, 1909 
Feb. 14, 1911 
May 11, 1909 
Dec. 22, 1916 
Feb. 28, 1917 
Apr. 13, 1909 


June 14, 1913 
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Anaus, Rospert W. Feb. 5 
_ of Mech. Engrg., Univ. of Toronto, Toronto, 
an. 


ANTHONY, CHAS. June 29, 1909 
Genl. Mgr. Water Co., Cassilla Correo 149, Bahia 
Blanca, Argentine Republic, S. A. 


APPLEBAUM, SAMUEL BERNARD, C.E. Apr. 24, 1916 
San. Engr., 78 Stephenson Blvd., New Rochelle, N. Y. 


Apps, WILLIAM J. June 28, 1919 
Supt. Water Works, Syracuse, N. Y. 


ARCHER, ELMER T. May 14, 1918 
Cons. Engr., New England Bldg., Kansas City, Mo. 


ARMSTRONG, JAMES W. Mech. 12, 1910 
Filtn. Engr. City Water Dept., Lake Montebello, 
Hillen Road, Baltimore, Md. 


ARMsTRONG, Ray Apr. 24, 1914 
Supt. Water & Sewer Dept., Rome, N.Y. 


ArmsTRONG, Roger W. Apr. 8, 1916 
488 Lexington St., Waltham, Mass. a 


ATrxinson, T. R. 7 May 18, 1914 
Cons. Engr., Bismarck, N. D. 


ATTERSALL, CHARLES F. 7, 1910 
Supt. Water Works, Winchester, 


Ayres, JoHN H. June 29, 1909 
208 School St., Bennington, Vt. ; 


Ayrrss, Louis E., C.E., B.S., Nov. 16, 1914 
Pr. Asst. G. S. Williams Cons. Engr., Cornwell 
Building, Ann Arbor, Mich. —_ 


? 
Bassitt, Haron E. Jan. 4, 1915 
204 Engineering Hall, Urbana, Ill. 


Bascock, G. H. June 7, 1916 


Supt. Water Works, East Rochester, N. Y. 


BacHMAN, FRANK Feb. 4, 1915 
c/o Dorr Co., 280 Madison Ave., New York, N. Y. 


Barn, Ernest B. May 14, 1909 
Supt. City Water Dept., Raleigh, N. C. 


Batr, Maorice Z., C. E. Apr. 18, 1915 
State Board of Health, Capitol Bldg., Little Rock, Ark. 


Baker, CLARENCE M. Oct. 4, 1919 
State Bd. of Hlth., Madison, Wis. 


Baxer, M. N, wm 24, 1908 
Assoc. Editor ews-Record, 10th Ave. 


~~. at 36th St.. New York, 
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KaLDWIN, Frep N. May 10, 
Supt. Water Works, Flint, Mich. 
BaLpwIn, DEF 
Prest. Queens Co. Water Co., 40 Wall St., New 
York, N. Y. 


BaLpwin, HERBERT B. 
Chemist, Dept. of Health, 927 Broad St., Newark, N. J. 


Georace W. 
Prest. I. C. Water Co., Paul-Helen Bldg., Iowa 
City, Ia. 


Banorort, Lewis M. Mch. 31, 1909 
Supt. Water Works, Reading, Mass. 


WILLIAM G. Dee. 16, 
"Asst. Engr. Bureau of Water of Newark, Oak  —s| 
Ridge, N. J. 


BaRBOUR, FRANK A. 21, 1906 
Cons. Hyd. & San. Engr., 1120 Tremont Bldg. _ 
Boston, Mass. 


Barciay, W. E. May 13, 1918 
Supt. Dept. Water and Elect., Aurora, III. ; 


BarpweE Lt, R. C. Nov. 3, 1014 
Chemist, Mo. Pac. Ry. Co., 627 Midland Bldg., 
Kansas City, Mo. 


Bartow, J. E. 
City Mgr., City Hall, Dayton, Ohio 


Barnes, T. Howarp, 
Cons. Engr., 1608 Whitehall Bldg., New York, N. Y. 


Mt. Carmel., Ill. 


M., M.D. 
Chem., U. P. R. R. Co. & O. 8. L. R. R. io 
Neb. 


Barrows, H. K. 
Cons. Engr., 6 Beacon St., Boston, Mass. 


Chf. Hyd. Engr. Redwood Mfrs. Co., 1600 Hobart — 
Bldg., San Francisco, Cal. 


Bartietr, N. Emory 
Natrona Water Co., 1000 Widener Bldg., Philadel- 


phia, Pa 


Bartow, Epwarp 
Chemistry Dept., Univ. of Iowa, Iowa. 
City, Ta. 


| 


BaRNHARD, P. Oct. 19, 1014 
Mgr. Mt. Carmel Pub. Util. Co. 
a 
May 20,1920 


Bascom, G. R. Sept. 2, 1914 
c/o Barber Greene Co., 11 S. La Salle St., 

Chicago, = 


Bass, Frepericx H. Apr. 2, 1909 
429 Union St., Minneapolis, Minn. 


Bassgtt, Carrot P., C.E. Oct. 24, 1909 
Treas. Commonwealth Water & Lt. Co., Sum- 
mit, N. J. 
Bassett, GrorGeE B., C.E Apr. 12, 1909 
691 W. Ferry St., Buffalo, ee 


BaTcHELDER, GEORGE W. Apr. 25, 1914 
Water Comnr., "19 City Hall, Worcester, Mass. 


Baton, WARREN U. C. Apr. 9, 1900 
Chief Analyst, 528 South Lang Ave., Pittsburgh, Pa. 


Batt, JouHn B. Apr. 24, 1919 
’ Supt. Water Works, North Tonowanda, N. Y. | 
BAvEREISEN, R. J., M.E. we Aug. 8, 1915 
75 Anderson St., Aurora, III. 
BayY.is, JOHN R. Oct. 2, 1915 
Prin. San. Chst. Baltimore Filtration Plant, 3402 
Harford Ave., Baltimore, Md. 


Brean, Guorce L., C.E. Dec. 29, 1913 


1729 N. 19th St., Philadelphia, Pa. a he 
BEARDSLEY, JOSEPH C. Apr. 15, 1909 


P. O. Box 237, Cleveland, Ohio 


BEAUBIEN, JAMES A. May 1, 1920 
Vice-Prest. Weber Sub. Pump Co., 50 E. 42nd St., 
New York, N. Y. 


Beck, F. E. May 20, 1915 
Chf. Engr., Consolidated Water Co., Utica, N. Y. 


Beck, H. A. June 19, 1920 
Detr. Pub. Svce., 201 Furnace St., Elyria, O. 


BEDELL, ARTHUR S. June 10, 1920 
Asst. Prof. Civ. Eng., Roberts College, Con- 
stantinople, Turkey 


BEDELL, JAMES ais May 12, 1908 
Supt. Water Works, 10 Croton Ave., Ossining, N.Y. 


BELCHER, RICHARD Oct. 4, 1919 
Prest. Water Co., Marysville, Cal. 


4 

Be.u, Davin V. May 14, 1909 

Supt. Water Co., U. P. R. R. Co., 325 N. ; 
Front St., Rock Springs, Wyo. 


Bemis, Epwarp W. May 18, 1909 
Room 1601, 139 N. Clarke St., Chicago, III. 7 
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Waserss L., June 9, 


Cons. Engr., Johnson & Benham, 8th Floor, Firestone 
Bldg., Kansas City, Mo. 


BENNETT, A. N. 
Asst. Prof., Military Science and Tactics, State Agr. 
College of Col. , Ft. Collins, Col. 


BENNETT, C. G., 
State Pub. Util ‘Comn., Springfield, Ill. 


Cons. Nay (Retired), 1018 Wells Bldg., 
Milwaukee, Wis. 


BERNHAGEN, Lewis O. 
State Bd. of Health, Austin, Tex. 


Berry, ALBERT EDWARD 
Asst. San. Engr. Prv. Bd. of Hith., 263 Dundas 
St. E., Toronto, Ont. 


Berry, Frep D. Mch. 24, 1920 
Secty. Bd. Water Comrs., Hartford, Conn. ae 
BESSELIEVRE, Epmunp B., B.S. et. 7, 1919 
402 Worthington Ave., Spring Lake, 
Burress, CHARLEs R. June 18, 1901 
Chf. Engr. _ Co. Water Wks., Far Rockaway, 7 
L. 
7 Bryer, ALBIN H., C.E. June 17, 1916 
- Assoc. Prof. in Civ. Eng., Columbia University, 
New York, N. Y. 
Buaewar, SHANKER RAMCHANDRA, L.C.E. Apr. 10, 1919 
c/o Union Agency, Prag Mahal, Bombay No. 2, India — 
Brerpaver, Grorce W. Oct. 7, 1919 


Prest. Brookside Water Co., 401 Mining Exc. - ot 
Bldg., Colorado Springs, Col. - 


Biaes, W., Jr. 2, 1916 
. Engr. Amer. Water Wks. & Elect. Co., 50 
Broad St., New York, N. Y. 


Brttwitter, Ernest OswaLp June 10, 1920 
Cont. ay Engr., 16 W. San Antonio St., San —— 


Jose, 


‘Brepsatt, Lewis I. 
Supt. of Filt., Minneapolis, Minn. a 


BIRKINBINE, Car P. 
_ Hyd. Engr., Parkway Bldg., Philadelphia, Pa. 


WESLEY 
Genl. Supt., Township of Chester Water Dept., 
Moorestown, N. d. 


= 
Jan. 31, 1917 
Apr. 7, 1 
Mch. 6,1917 
= 
une 24, 1913 
Mch. 29,1916 7 


ACTIVE MEMBERS 


Doylestown, Bucks Co., Pa. 


Buack, Ernest B., 
Cons. Engr. Mutual Building, Kansas City, Mo. 


Buiack, GuRDON G., 
3640 Washington Ave., 


BLACKFORD, JOHN J. 
Supt. Water Works, 82 Maple St., 


St. Louis, Mo. 


Yonkers, N. 


Buarr, McCrea PARKER 
1201 Pleasant Ave, Oak Bay, B. C. 


C. H. M. 
717 Gaudalajara, Mex. 


BLAKEMAN, S. R. 
Supt. Water & Lt. Dept., icin Tenn. 


BLANCHARD, R. K., M.E. 
Chf. Engr. Neptune Meter Co., 50 East 42nd St., 
New York, N. Y. 


BLEISTEIN, BERNARD J. 
Asst. Engr.. Dept. W. S. G. & E. of N. Y. City, 240 
Jamaica Ave., Long Island City, N. Y. ~ 


BLIvVEN, CHARLES H 


Supt. Norfolk City Water Dept., Norfolk, Va. 


BuIveNn, GeorGE H. 
Supt. R. & L. O. Wtr. Co., 440 Powers Bldg., 


Rochester, N. Y. 


Buiomatist, H. F. 19 
Prin. Asst. Engr., Bureau of Water, St. Paul, Minn. 


BiossoM, FRANCIS 
Engr., 52 William St., 


BoarpMaN, W. H., C.E. 
426 Walnut St., Philadelphia, Pa. 


W. H. 


1214 Louden Ave., Cincinnati, Ohio > 


New York, N. Y. 


BouMANN, Henry P. 
Supt. Water Works, Milwaukee, Wis. 


Bo.uina, CHARLES E, 
City Engineer, Richmond, Va. 


Booxsr, WARREN H. 
310 Trust Bldg., Charlotte, N.C. 

Boor, L. M. 

Chemical Co., P. O. Box 203, Elizabeth, 


May 29, 1908 
June 24, 1913 
Feb. 13, 1915 
May 7, 1920 
Apr. 29, 1910 
July 10, 1906 
Nov. 13, 1914 


June 10, 1919 
Apr. 26, 1918 


May 12, 1914 


May 26, 1909 


Mch. 31, 1917 
Apr. 9, 1906 
May 18, 1909 
Apr. 2, 1909 
May 8, 1918 
May 14, 1909 


July 21, 1911 


May 12, 1914 
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Boots, W1LLIAM MILLER 
Chemist, 312 First Trust & Dep. Bk. Bldg., Syra- 


Born, P., C.E. 
1022 Green St., Reading, Pa. 


Greoras K. 


Treas. Kennebec Water Dist., Waterville, Me. 


Bowg, Tuomas Francis 
Cons. Engr., 30 East 23d St., 


Bowers, S. Hut 
Supt. Water Works, Horseheads, N. Y. 


Bowkpr, CHARLBs L. 
Supt. Brunswick & Topsham Water Dist., 
wick, Me. 


Bruns- 


Bow tes, JAMEs T. B. 
c/o Wallace & Tiernan, 349 Broadway, New York, DO 


Bowman, ABRAHAM M. 
Supt. Public Utilities, Elmira, Ont. 
4° 
Bortz, Epwarp CHARLES 
clo Roberts Filter Mfg. Co., Darby, Pa. 


BoyNTON, PERKINS 
Chst. in chge. New Chester Wtr. Wks., 115 W. | 
Mowry St., Chester, Pa. vy 


BrapBuryY, EDWARD GATLING 
Civ. Hyd. & San. Engr., 


: San. Engr., Jersey City Water Wks., Boonton, N. J. 

BREMIER, FRED 
marck, N. 


Brennan, B. C., C.E 
Water Works, Kenosha, Wis. 
Brewton, W. R. 


Bd. of R. R. Comnrs., Bis- 


Sse 
oe 


Supt. Cons. Wtr. Co. of Subn. N. Y., 86 Beekman 
St., N. Tarrytown, N. Y 


Bricker, R. P 
Prest. Shelby Water Co., Shelby, 


BrianTMaNn, Horacs I. 
Prest. Staten Island Water Supply Co., 115 Broad- 
way, New York, N. Y. 


Sune 15, 1909 


use, N. Y. 
Borpen, Moro M. 

: 310 Lees Ave., Collingswood, N. J. 


Nov. 3, 9 
oa May 12, 1908 


Feb. 9, 1920 

New York, N. Y. 
10, 1919 


N. Y. 


301 Gugle Bldg., Columbus, O. 


5, 1012 


Mch. 31, 1909 


Apr. 14, 1909 


 Oct.21,1919 


Apr. 12, 


June 7, 1910 


Nov. 29, 1919 


Apr. 15,1913 


June 14, 


Nov. 19, 1916 


Mch. 31, 1909 


4 
3 
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BrisBin, G. W. 
Supt. Monroe Water Co., Monroe, Mich. _— 


BroM.ey, C. H. 


Munic. Engr., Grimsby, Ont. 


Brooks, James E. 
Prest. James E. Brooks Co., Glen Ridge, N. J. 


Brooks, Joun N., B.S. 
Douglaston, N. Y. 


BrossMANN, CHARLES 
Cons. Engr., 1503 Merchants Bk. Bldg., Indian- 
apolis, Ind. 
Comr. of Public Works, Evanston, IIl. ue 
Brown, C. ARTHUR 


San. Eng., West Erie Ave., R. F. D. 2, Lorain, O. 


Brower, Irvina C. 


Brown, C. D. 
Mgr. Walkerville Water Co., Walkerville, Ontario, Can. 


Brown, Cavin S. 


The Belvedere, Toledo, Ohio ; 


Brown, CHARLES CARROLL, C.E. _ 


Valparaiso Univ., Valparaiso, Ind. 


Brown, Horace A., C.E. 
City Engr. & Supt. Water Wks., Ottumwa, Iowa 


Brown, Rasseuas W. 
Supt. & Secty. Corry Water Supply Co., Corry, Pa. 


Brown, Rosert H. 
San. Engr., 21 West 127th St., New York, N.Y. 


BROWNELL, OrrTo E., C.E. 
Div. of Sanitation, State Bd. of Hlth., Minne- 


apolis, Minn. 


Broa, E. G. 
Drawer F, Bartlesville, Okla. 


T. E. 
Supt. Water Co., Tupper Lake, N. Y. 


Brown, WALTER I. 
City Hall, Bangor, Me. 


- VE 


BrusH, WILLIAM W. 
Depty. Ch. Engr., Dept. W. S., G. & E., 
Municipal Bldg., New York, N. Y. 


Buck, C, 
Cons. Engr., 1245 W. Minnehaha Parkway, Minne- 
apolis, Minn. 


Aug. 14, 1919 
June 21, 1920 
May 12, 1914 
Feb. 24, 1913 


Apr. 7, 1916 


Aug. 18, 1915 
June 27, 1905 
Oct. 16, 1916 
Mch. 15, 1882 
May 12, 1906 
May 7, 1919 
Apr. 3, 1916 
May 12, 1908 
Oct. 30, 1914 


Mch. 8, 1920 


May 12, 1908 
Mch. 19, 1917 


Feb. 18, 1911 


Mech. 13, 1920 
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Buck, H. Mch. 7, 1916 
~— & Supt. Constr., Riverton & Palmyra Water 


Riverton, N. J. 
BupELMAN, GEORGE A. Mech. 26, 1914 


Asst. Engr., Whitney Ave., Elmhurst, L. I. 


BUERGER, CHARLES B., _ Mch. 18, 1914 
c/o Atlantic Co., Philadelphia, 


BULKELEY, Oscar E. ort os June 23, 1913 


Bd. Wtr. & El. Lt. Comn., Lansing, Mich. ne 
CHARLES H. 30, 1920 


Asst. Engr. Dept. W. 8. G. & E., 702 Madison ee 
Ave., New York, N. Y. 
Buu, Irvine C. June 8, 1906 
Analytical & Cons. Chem., 100 Maiden Lane, New 


York, 


BunkKER, GeorGE Cyrus 23, 1911 
Balboa Heights, C. Z. 


Buntina, P. G. Feb. 7, 1916 
Mgr. City Pt. Water Co., Box li, Petersburg, Va. 


Burpick, CHARLEs B. July 18, 1907 
2. & San. Engr., 1417 Hartford Bldg., Chicago, 


Buraess, PHILIP 27, 1911 
Cons. Engr., 141 E. Broad St., Columbus, O. oe 
BorKE, EpMuND P. June 4, 1920 
Mnepl. & San. Engr., Rm. 301-73 State iro 
Detroit, Mich. 


Burnie, N. 22, 1916 
Supt. Biddeford & Saco Water Co., 


iddeford, Me. 


BurnuaM, Harry A. 16, 1920 
Engr. & Sptr. F. M. F. Ins. Co., 31 Milk St., oy oa or 
Boston, Mass. 


Burns, CuiinTon S. Dec. 3, 1909 
Cons. Hyd. Engr., 402 Interstate Bldg., Kansas 
City, Mo. 


Burns, T. W. 
City Engr. & Supt. Water Works, Fairbury, Ill. 


Burt, JOHN 
Gnl. Mgr. Marin Mepl. Wtr. Works, 425—5th Ave., 
San Kafael. Cal. 


4 


20, 1916 


A.M. 
Lakeview Ave., Leonia,N. J. 


BuTTENHEIM, S. 


N 


Box 310, Burlington, N. J. 


Buzze.u, 
Chf. Chmst., Filtration Plant, 726 East Court St., 
Flint, Mich. 


Catrp, JAMES M. 
Chemist & Bact., 271 River St., Troy, N. Y. 


CALDWELL, JAMES H., C.E. 
55 First St., Troy, N. Y. 


2745 Fremont Ave., So. Minneapolis, Minn. 


Catvo, Arturo R. 
Vice Prest. Hercules Eng. Corp., 501 Fifth Ave., 
New York, N. Y. * 


CAMERON, ARCHIBALD PRESTON . 
c/o Worthington-Simpson., Ltd., Queens House, 
Kingsway, London, W. C. 2, England 


CAMPBELL, C. B. 
Supt. Bureau of Water, Altoona, Pa. 


CaMPBELL, GEORGE A. ; 2 
P. O. Box 8032, Reno, Nev. 


CANNON, SYLVESTER QUAYLE eae 
City Engr. & Supt. Water W “wy 301 City & County 
Bldg., Salt Lake City, Utah 


CapPELEN, F. W. 
City Engr., 2129 Girard Ave., Minneapolis, Minn. 


CARLIN, PHILIP 
Supt. Water Works, Sioux City, Iowa 


CHARLES C. 
Cons. Engr., 312 First Natl. Bk. Bldg., Cheyenne, 
yo. 


CaRMICHAEL, I. J. 
Mgr. Mun. Water Plant, Batavia, N. Y. 


Carr, J. A. 
Supt. Bergen Aqueduct Co., Ridgewood, N. J. 


CaRROLL, EUGENE 
Vice-Prest. & Mgr. Water Works, Butte, Mont. 


CarsTEIN, Lorenz W. F. 
Supt. Long Beach Water Co., Long Beach, N. Y. 


— American City, 154 Nassau St., New York, 


Buzsy, J. S. 


Mch. 13, 1913 


Sept. 30, 1919 


July 10, 1914 


May 16, 1900 
July 10, 1906 
June 11, 1902 


April 13, 1916 


June 4, 1912 


May 10, 1915 
Apr. 9, 1913 


Sept. 20, 1918 


Sept. 7, 1893 


Apr. 15, 1891 


Apr. 27, 1910 


June 10, 1916 
May 3, 1916 
June 7, 1904 


Feb. 8, 1915 
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Carter, C. D. July 10, 1906 
Supt. Water & Sewage Dept., Charlottesville, Va. a ay 


Cass, R. E. June 8, 1916 
Engr., 1350 Belleview Ave., Plainfield, N. J 


CasGRAIN, CHARLES P May 20, 1920 
Mgr. Water Works, City Hall, Quebec, Canada we 
Nov. 25, 1915 


CasTLe, J. 
Supt. & Secty., Carlinville Wtr. Sup. Co., Car- 
linville, Ill. 


Caston, D. L. 
Supt. Water Works, Gainsville, Ga. bw 


CatTcHPoLe, C. T. - June 5, 1911 
Asst. Genl. Mgr. The Denver Union Water Co., 
P.O. Box 629, Denver, Colo. 


Catiett, F. June 7, 1919 
San. Eng., Bd. of Hlth., Wilmington, N. C. 


Cates, R. H. June 16, 1920 
Pwr. Engr. So. Cal. Edison Co., 1726 Magnolia 
Ave., Los Angeles, Cal. 


Cava.uier, C., C.E. 
9-13 Rue Saint Leon, Nancy, France i, 
Apr. 19, 1919 


June 7, 1916 


Aug. 31, 1916 


Cuapwick, E. 
City Engr., Winona, Minn. oe 


Cuamot, E. M. . Feb. 13, 1915 
Chemistry, Cornell University, Ithaca, 


Cuampe, C.E. Mch. 10, 1913 
610 Nasby Bldg., Toledo, Ohio © 


Cuampion, R. B. Mech. 11, 1914 


Box 6:7, Chester, Pa. 


Cuar.zs P., C.E. = Aug. 31, 1916 
Box 1903, Personal, Washington, D. C. 7 


Crass. Epwarp SHERMAN May 3, 1919 
c/o Metcalf & Eddy, 14 Beacon St., Boston, — 
Mass. 
Cuasg, Ricuarp D., C.E. Nov. 3, 1919 
607 Purchase St., New Bedford, Mass. 7 


Cueney, J. Y. ee May 3, 1917 
Asst. Mgr. The Orlando Water & Light Co., Or- — 
lando, Fla. 


CuesterR, CHARLES E., C.E. meets Dec. 17, 1913 
Mgr. City Water Co., Shelbyville, Ill. 


Custer, J. N., H. & M.E. Nov. 7, 1910 
Union Bk. Bldg., Pittsburgh, Pa. 
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Cups, J. A. 
Engr. State Bd. of Health, 1988 Summit Ave., St. 
Paul, Minn. = 


CuipLey, DupLEy 
c/o Mrs. J. E. Maxwell, R. F. D. 1, Seale, Ala. 


CurpMan, WILLIS, C.E. 
Mail Bldg., Toronto, Ont., Canada. 


CuisHam, J. M. 
Supt. Water Co., Atchison, Kan. 
Cuivvis, LELAND 
Engr. in chge. Dist. Section, 312 City Hall, 
Louis, Mo. 
CHRISTENSEN, C. H. 
Mgr. Lt. & Water Co., Missoula, Mont. 


CLAFLIN, CHARLES R. 
Supt. Water Co., Rensselaer, N. Y. 


OLAIBORNE, HERBERT A. 
Cont. Engr., 609 West Grace St., Richmond, Va.> 


Cuancy, LESTER J. 
Supt. Stge. Yd., Bd. of Water Comnrs., 729 Canton 
Ave., etroit, Mich. 


Cuark, A. E. 
c/o Chemical Laboratory, Youngstown Sheet & 
Tube Co., Youngstown, O. 


CuarRK, ARTHUR T. 
Supt. Water Works, Herkimer, N. Y. 


Criark, H. W. 
Pres. & Gen. Mgr. Clear Water Co., Mattoon, IIl. 


CuarK, Harry W. 
Chf. Chmst. State Dpt. Hlth., Rm. 541, State 


House, Boston, Mass. 


CuaRK, RICHARD 
Supt. Water Wks., Merritton, Ont. 


CuaRK, WILLIAM G. 


Cons. Engr., 1047 Spitzer Bldg., Toledo, Ohio » 


Crark, H. 
Supt. Water Wks., Avon, N. Y. 


CuaRKB, C. I. 
Meter Dept., Water Works, 2 Elizabeth St., 
Ottawa, Canada 


CLARKE, Davin DEexTER 
Cons. Water Supply Engr., 532 East 18th St., North 


- Portland, Ore. 


. 5, 1917 


May 7, 1917 


Apr. 18, 1888 


June 11, 1962 


Oct. 4, 1919 


Oct. 4, 1919 


Sept. 30, 1919 


May 7, 1917 


Apr. 30, 1915 


June 10, 1919 


May 16, 1919 


May 29, 1895 


May 26, 1920 


June 27, 1905 


July 8, 1908 


May 31, 1916 


Feb. 23, 1920 


Nov. 3, 1914 
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Cuarton, R. M. Apr. 15, 1891 
Cons. Engr., 65 Cresthill Ave., Atlanta,Ga. > 


CiemMITT, L. Apr. 27, 1910 
3625 Springdale Ave., Baltimore, Md. 


CLEVERDON, WALTER S. L. Apr. 3, 1916 
Assoc. Prof. San. Eng. & Supvsr. of Property, N. 
Y. Univ., University Heights, Bronx, New 
York, N. Y. 


CurrTon, CHARLES ELMER ant Mch. 12, 1910 
Chemist, 271 River St., Troy, N. Y. | : 


Coss, CHarzs H. June 7, 1904 
Supt. Water Wks., Kankakee, III. 


Cos.eian, W. M. Dec. 29, 1913 


Prof. of Chemistry, Montana State College, Boze- 
man, Mont. 


CoaGESHALL, R. C. Nov. 30, 1915 
Supt. Water Wis., New Bedford, Mass. 
CouEN, BERNARD S. Dee. 16, 1919 
Chem. & Bact., Box 208, Little Falls, N. ro ; 


Coug, Epwarp S. June 12, 1902 
Prest. The Pitometer Co., 25 Elm St., New _— 


Co.tenoor, R. A. June 24, 1913 
Asst. Water E ingr., 3517 Du Pont Ave., South, Min- 
neapolis, Minn. 


Couutns, Epwarp H. 29, 1920 
Chf. Dftsmn. Bd. Wtr. Comnrs., 232 Jefferson 
Ave., Detroit, Mich, 


Couns, M. F. June 21, 1920 


Supt. Water Works, Lawrence, Mass. 
Couuins, PauL OWEN 16, 1919 
Chst. & Bet., Wallace & Tiernan Co., 1404 Oliver 
Bldg., Pittsburgh, Pa. 


Conant, E. R. May 3, 1917 
Cons. Engr., Brunswick, Ga. 
Conarp, W. R. in one June 7, 1904 
Sav. Inst. Bldg., Burlington, N. J. 


Harry M. Jan. 5, 1920 
San. Engr., Clear Lake, Ia. ee 


CoNNOLLY, FRANK A. ——— 19, 1920 
Director Water Dept., 55 Remsen Ave., New b ne 
Brunswick, N. J. 


Connor, F. J. a re May 16, 1900 
Supt. Water Wks., Sioux Falls, S. Dak. 
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Connor, Tuomas J. June 2, 1920 
Supt. Water Works, Gilbert, 


Connors, THomas H. 4 June 4, 1920 
Supt. Rockford Department, Rockford, IIl. ) cule 


Conway, G. R. G. 7 June 8, 1909 
The Mexican Lt. & Power Co., ee er 


Bank Bldg., Toronto, Ont., Can. 4 
Cook, ALTON / Mch. 2, 1920 


Chst. in ‘Chee. Filtn. Plant, Clarksburg, W.Va. | 


Cook, Joun H. July 10, 1906 
Hyd. Engr. East Jersey Water Co., 158 Ellison St., 
Paterson, N. J. 


Cook, Uz June 10, 1919 
Asst. City Engr., Port Huron, Mich. 


Cooper, SAMUEL W. : May 11, 1914 
Civ. & Hyd. Engr., Lewistown, Pa. : 


Coppock, WILLIAM June 24, 1913 
Board of Trustees, Council Bluffs, Iowa 


CorBiINn, CLEMENT K. May 12, 1908 
Prest. Bergen Aqueduct Co., 243 Washington St., 
Jersey City, N. J 


Corsin, H. K. : Mch. 26, 1914 
Contractor, 30 Church St., New York, N. Y. | 


Corry, Ray Howarp tan, June 19, 1920 
Gnl. Mgr. Coos Bay Water Co., Marshfield, Ore. 


Corin, Maanus F. 7 Apr. 29, 1910 
Chemist, 511 Hansberry St., Germantown, Pa. ‘noon 


Corr, ANDREW S. June 27, 1905 
Inspector, 350 Thomas St., Phillipsburg, N. J. idl Goad 


CoscULLUELA, JUAN ANTONIO Pett Oct. 6, 1913 
Cons. Engr., O’Reilly y Mercaderes, Havana, Cuba 


Coserove, P. R. June 9, 1919 


Supt. Water Works, Gilbert, Minn. 


CorHran, THomas W., C.E. May 6, 1912 
114 Blake St., Greenwood, 8. C. in 7 

Coutr, F. H. 28, 1914 

Cons. Engr., 5112 Raymond Ave., St., Louis, Mo. 


CouLTEeR, WALDo S. Nov. 17, 1916 
Cons. Engr., 114 Liberty St., New York, N. Y. ue 


>» ity San. Engr., Healt ept., City Hall, Mon- 7 ee 
treal, Canada ‘as 
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Cowan, Joun D. — pon 10, 1916 
City Water Comnr., Waukon, Iowa 

Cowan, P. H. June 9, 1919 
Supt. Pub. Util., Galt, Ont. el 


Cow.ss, M. WARREN 7, 1919 
State Dept. Public Health, Springfield, Ill. z 


Cox, Homer F, May 12, 1914 
Engr. Scranton Gas & Water Co., 430 Colfax 
Ave. ., Scranton, Pa. 


Cox, LAWRENCE Dec. 26, 1919 
Civ. & San. Engr., 1102 York St., Des Moines, Ia. 


Craic, Ropert H. May 26, 1919 
San. Engr., 304 Paxtang Ave., Harrisburg, Pa. 


Cramer, W. S. May 12, 1908 
Chf. Engr., Water Wks. Co., P. O. Box 42, Lexing- 
ton, Ky. 


Crane, ArTHUR M. Apr. 26, 1918 


Mayor, Roselle Park, N. J. 


Crane, Jacos L., JR. Nov. 16, 1917 
Pr. Asst. Engr., Gannett, Seelye & Fleming, 204 pe 
Locust St., Harrisburg, Pa #é 


June 6, 1919 


CrawForp, Homer C. 
Prest. Centerville Water Co., Cooperstown, Pa. 


CRICHTON, ANDREW B. Jan. 29, 1915 
Secty. & Treas. Portage Water Co., Johnstown, Pa. 


Groras E. June 8, 1909 
Supt. Water Works Repair Dept., 18 Eagle St., 


N 


ochester, N. Y. wi 


Cro.t, Emit A. 
Supt. Water Wks., Iron Mountain, Mich. ot Ve 


CrounsE, AvERY F. Mch. 8, 1920 
Mgr. Sanitor Construction Co., 4323 Dupont 
Ave. So., Minneapolis, Minn. 


Sept. 7, 1893 


CROWELL, Hersert C, June 10, 1920 
Supt. Water Works, 16 Court St., Haverhill, Mass. 


Crow ey, CorneE.ivs M. Oct. 18, 1918 
Water Registrar, St. Paul, Minn. ; 


Crozier, Ray Feb. 5, 1915 
Engr. & Supt. Peoria Water Wks., Peoria, Ill. 


CuppDEBACK, ALLAN W. June 7, 1904 
Engr. & Supt. Passaic Water Co., 158 Ellison St., 
Paterson, N. J. 


CuLyer, TuursTon C., C.E. 26, 1910 
135 E. 95th St., New York, N. Y. Lee 
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ACTIVE MEMBERS 


Cummins, Tuomas C., M.E. 
202 East 68th St., New York, N. Y. 


Curran, H. C. 
Supt. Water Works, Waterford, N. Y. 


Currin, C. H. 
Cons. Engr., Webster City, Ia. 
34 East Grand Ave., St. Louis, 


Daaacett, Frep W. 
Supt. Filtn. Plant, Trenton, N. J. 


Corts, Francis T. 
Asst. Water Comnr., 
Mo. 


= Aa 


Engr. in Chge. Sup. & Purif. Sect. St. Louis Water 
Dept., St. Louis, Mo. 


Datiyy, F. A., C.E. 


Prov. San. Engr., Parliament Bldgs., Toronto, Ont. 


Francis E. 
Eng. Div. State Dept. of Health, — isburg, Pa. 


Daprrrt, JAMES W., 
Lock Box 141, 


C.E. 
T aylorville. Il). 


DavENport, J. J. 

Prest. Water Works Co., Sturgis, S. Dak. 
Davipson, GreorGE M. 

Chem. & =~. of Tests, C. & N. W. Ry. Shops, 


Chicago, I! 


Davis, CARLETON E. 


Chief, Bureau of Water, Philadelphia, Pa. 
Davis, FRANK J. 


Davis, E. E. 
Div. Supt., Bureau of Water, Richmond, Va. 
Supt. Ansonia Water Co., 100 Main St., Ansonia, 

nn. 


Davisson, W. C. 
V.-Prest. & Treas., W. Va. Water & Electric Co., 
Charleston, W. Va. 


Daw, LAWRENCE 
h. Engr. Underwriters Assn. of N. Y., 700 Gurney 
Bldg., Syracuse, N. Y 


Day, Leonarp A. 


_ Mech. Engr., 34 E. Grand Ave., § 


= = 


May 14, 1914 


Apr. 20, 1920 


June 15, 1914 


Jan. 29, 1916 


Apr. 4, 1918 


Feb. 2, 1914 


Sept. 2, 1916 


Oct. 23, 1914 


Oct. 7, 1919 


Mch. 11, 1915 


Aug. 28, 1912 
May 12, 1908 


May 15, 1916 


Sept. 4, 1911 


May 9, 1916 
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Berarp, W. W. June 3, 1912 
Western Ed. Engineering Record, 1570 Old Colony 
Bldg., Chicago, IIl. 


DECHANT, H.,, Nov. 12, 1919 


Bldg. Re Pa. 
Decker, A. CLINTON i June 2, 1914 


San. Engr., P. O. Box 790, am, 


Decker, Davin A. 21, 1920 
Engr. Divn. Wtr. & Swr. D. P. W., Norfolk, Va. aia: 


~Decrow, Davin A. 26, 1920 
-— Mgr. Wtr. Wks. Dpt. W. P. & M. Cpn., 115 Broad- 
way, New York, N. Y. 


DeMorr, C. L. Oct. 4, 1919 
City Engr., Lynchburg, Va. 
DENMAN, CHARLES SING Dec. 10, 1915 
om. Mgr. Des Moines Water Co., Des Moines, 
owa. 


DennetT, Rosert C. May 15, 1914 
York: Underwriters, 76 William 
t., New Yor 
DEVENDORF, EARL May 22 1919 
Asst. San. Engr. St. Dept. of Health, 1239 1239 Albany 
St., Schenectady, N. Y. 


Davinn, J., C.E. Aug. 18, 1907 
Supt., Ambler Spring Water Co., Ambler, Pa. ah 


Dickinson, THorn, C.E. Meh. 8, 1920 
Bismarck, N. D. 


Diaas, JoHN C. Sept. 9, 1919 
San. Engr. State Bd. of Hith., 54 Kealing Ave., 
Indianapolis, Ind. 


Dienan, B. T. Apr. 10, 1919 
Chem. & Bact., City Water Works, Niagara Falls, N. 


Ditt, H. A. 16, 1900 
Supt. Water Works, Richmond, Ind. _ ae | 


DisHner, Pau J. July 27, 1920 
Supt. Big Bethel Filt. Plant, Box 319, Hampton, Va. 


W. H. Mch. 28, 1014 
Ch. Engr. State Dept. of Health, Columbus, Ohio _ 


Diven, J. M. Apr. 16, 1884 
Secty. Amer. Water Works Assn., 153 W. 71st St., 
New York, N. Y. 


Diven, J. M., Jr., C.E. ‘June 17, 1913 
153 W. 7ist St., New York, N. Y. 


a, 
4 
vi 
a 
= 
a 
On 
a 


Drxon, FREDERIC JOHN 
Chf. Engr. Staffordshire Wtr. Wks., 264 Paradise 
St., Birmingham, England 


Drxon, G. GALE 
Chf. Engr. Bur. Water Wks. Impvt., 102 E. Mill 
St., Akron, O. 


DoMAN, JOSEPH 


San. Engr., Apt. 8,—20 W. 109th St., New York, N. Y. 


DoNAHUE, JAMEs P. 4 


DONALDSON, 
Amer. Water Wks. & Elect. Co., 36 Jarvis Place, 
Lynbrook, N. Y. 


DonnELLY, Ricuarp J. 


San. Engr., 515 West 156th St., New York, N. Y. 


DorRANCE, FRANK YOUNG 
Engr. Montreal Water Works, 341 Brock Ave. 
North, Montreal West, P. Q. 
Doren, LEonarp S. 


; Major Q. M. C. Hyd. & San. Engr., Const. Div. of 
the Army, 1714 Euclid St. N. W., Washington, D. C. 


Dovatas, Ray E. 
Supt. Water Works, Canandaigua, N. vy. ren 


Dow, ALEX. 
Comr. Water Bd., State St. and Washington Ave., 


Detroit, Mich. 
Drake, CHESTER F. 


Div. Supt. Pittsburgh Filtn. Plant, Aspinwall, Pa. 


Downes, JoHN R. 
Green Brook Park, Bound Brook, N. J. 


Drake, WILLIAM O. 
“7 at Supt. Pub. Wks., City Hall, Corning, 


DRINKWATER, ERNEST 
Cons. Engr. and Town Engr., St. Lambert, No. 
Montreal, P. Q. 


Drvar, JOHN F. 
Cons. Engr., 513-14 Globe Bldg., St. Paul, Minn. 


DucHASTEL DE Montrovues, J. A. 
“e Engr. & Mgr., 40 Dunlop Ave., Outremount, 
ue. 


Duaaan, THomas R., PH.D., F.I.C. 
Chemists Club, E. E. 41st St., New York, N. Y. 


Aug. 18, 1919 


June 21, 1920 


May 1, 1917 


Apr. 16, 1884 


Apr. 29, 1910 


April 7, 1917 


July 14, 1920 


Oct. 19, 1914 


May 31, 1919 


Aug. 4, 1919 


July 10, 1906 
Apr. 27, 1910 


Apr. 30, 1917 


June 9, 


18, 


June 16, 
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DuMovtttn, W. L. June 18, 1910 


Asst. Genl. Supt. & Supt. Power & Mchy., New 
Cornelia Copper Co., Ajo, Arizona or? aa 


Dunuam, H. F. Apr. 16, 1884 


Civil Engineer, 32 West 40th St., New York, N. Y. 


DonuapP, Frep C, May 12, 1908 


Cons. Engr., Oak Lane, Philadelphia, Pa. a me’ 


DunuaP, H. Apr. 7, 1917 


Assoc. Prof. Hyd. & San. Engrg., State Univ. of Iowa, 
Iowa City, Iowa 


Dunn, WILLIAM CAREY 
Chemist, Box 541, Cristobal, C. Z. 

Dunwoopy, J. H. 7 


Supt., Water Dept., Erie, Pa. - tre 


SmiTH N. 
Cashier Queens Co. Water Co., 15 John St., Far 
Rockaway, N. Y. 


Dwyer, CorNELIUS a Apr. 11, 1914 
18 Chuctanunda St., Amsterdam, N. Y. “1 as 
Ear, Guonce GoopELL July 18, 1907 
n. Sup. 402 Sewerage & Water Bd. Bldg., ’ = 
Ne ew Orleans, La. 
Ear, June 6, 1916 


Hyd. Engt., c/o Sewerage & Water Board, Water — 


Purification Dept., New Orleans, La. way 


EasTERLING, R. Meh. 20, 1914 


May 29, 1909 


Supt. intact. Lt. & Water Wks, Union, S. C. 


Eastwoop, JoHN THOMPSON 
Prin. Asst. Engr. Sewer & Water Bd., City Hall 
Annex, New Orleans, La. pene 


Epwarps, WILLIAM R. 
Asst. Supt. Passaic Water Co., 156 Ellison St., g¢ 
Paterson, N. J. 


Eator, Joun Henry, C.E. 


5, 1912 
484—2nd Ave., North, Troy, N. Y. 
sek ae 


Enruant, C. L. _ Apr. 30, 1919 
Supt. Water Works, Box 187, Boone, Ia. ae 
} ene? 
ELDREDGE, Guy  -Dee. 29, 1913 
Chem. Terrells’ Laboratories, Ft. Worth, Tex. my 7 
Wis 
H. D. 14, 1916 


Treas. Princeton Water Wks., Princeton, N. J. GB ai 


ae Nov. 12, 1919 


June 5, 1918 


Jan. 29, 1914 


Apr. 2, 1914 
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42 pe ACTIVE MEMBERS 


Exxiott, G. A. May 18, 1915 
Che. Engr. Spring Valley Water Co., 1270 Sacramento 
St., San Francisco, Cal. 


George R. July 18, 
11 South LaSalle St., Chicago, Ill Il. 


Euuis, N. RANDALL June 9, 
ba Valuation Eng. City Atty. Office, 453 City Hall, San 
Francisco, Cal. 


JosepH W. 
Cons. Engr., 1263 Cook Ave., Lakewood, Cleve- 
land, Ohio 


Harry July 18, 1907 
Supt. Water & Lt. Dept., Meadville, Pa. ; 


Europ, Henry E. Feb. 2, 
Cons. Engr., Interurban Bldg., Dallas, Tex. 
Howarp M. June 8, 
Supt. Water Co., Danville, Ill. 


Emerson, C. A., Jr. May 12, 
Ch. Engr., Pa. State Dept. of Health, a 
Harrisi rg, Pa. 
EMERSON, FRANK Nov. 12, 1919 
City Engr. & Supt. Water Meu 


ENGEL, P. N. June 12, 1919 
Chemist, 38 South Dearborn St., Chicago, Ill. 


Encer, M. L. Meh. 11, 1915 
Prof. Mechanics & Hydraulics, Univ. of Ill., Urbana, III. 


Enoau, Harry Marius Mch. 25, 1916 
Civil & Appraisal Engr., American Appraisal Co., 
Milwaukee, Wis. 


ENGLAND, R. G., C.F. Sept. 2, 1914 
Fargo Engineering Co., 304 Commonwealth Bldg., 
Jackson, Mich. 


Eno, F. H., C.E. 2, 1918 
Ohio State Univ., Columbus, Ohio | 


Enstow, Linn Harrison Aug. 16, 1918 
San. Engr. State Bd. of Hlth., 110 C sien St., 
Richmond, Va. 


Ernyre, S. L. sede May 10, 1915 
Supt. Water Works, Council Bluffs, Ia. 


Erze., Grorae C. June 5, 1916 
Analyst, 1101—12th Ave., Rock Island, III. . 


Everett, CHEesTER M. May 10, 1915 
of «& 30 E. 42d St., New 
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EVERETTE, WILLIS EvGENE, M.D. Dec. 29, 1913 
Cons. Techn., 3512 S. Eleventh St., Tacoma, Wash. 


EvinGER, M. I. Jan. 31, 1910 
Cons. Civ. & San. Eng., Davidson Bldg., 8th & W alnut 
Sts., Des Moines, Iowa 


EWING, JAMES 5, 1913 
Hunter Dist. Water Sup. & Sew. ‘Bd., Newcastle, 
. 8S. W., Australia 


EyYMEr, Herman H. 
City Engineer, Saginaw, Mich. 


Facer, E. P. Aug. 5, 1920 
Bact. & Chst., Dearborn Chem. Co., 1029 W. 


FaIRcHILp, W. H. June 9, 1919 
Mgr. Pub. Util., Galt, Ont. . 


C. May 8, 1909 
Supt. Carlisle Gas & Water Co., Carlisle, Penn. 


Farrar, H. L. Oct. 21, 1919 
Dist. Mgr. Murphysboro W. W. & E. & G. L. bay ot 
Murphysboro, 


FARRELL, JAMES W. D. . ; Feb. 23, 1920 


Asst. Supt. Water Works, 2156 Smith St. Regina, AN 
Sask, 


Freeney, A. J. Apr. 30, 1919 
Asst. Engr. & Supt. Water Dept., W ilmington, Del. 


Frist, MARTIN 18, 1919 
Supt. Mech. Eqpmnt., Dayton’s Bluff Stn. B 4, 
St. Paul, Minn. 7) 


Fr.tiows, C. L. June 7, 1904 
Water Wks. Engr., 39 Lowther Ave., Toronto, Can. 


FENKELL, GEORGE H. oe Ge June 21, 1920 
Supt. & Gnl. Mgr. Bd. Wtr. Comnrs., Cor. Jef- 
ferson & Randolph, Detroit, Mich. ee 7 


FEREBEE, JAMES L. Sept. 2, 1914 
c/o Sew. Comn., City Hall, Milwaukee, Wis. ae 
Nov. 9, 1914 


Frercuson, Harry Foster 
Chf. Eng. State Dept. of Health, Springfield, III. ~~ 
Ferauson, Joun B., C.E. Sept. 30, 1919 
Hagerstown, Md. 


Frereuson, 8. F. 5, 1914 
4 Cons. Engr., 112 E. 19th St., New York, N. Y. et role 
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ACTIVE MEMBERS 


FIELD, FREDERICK E. 
Engr. Water Bd., 135 Ballantyne Ave., Mon- 
treal, West, P. Q. 
Ficin1, ANGEL, C.E. 
Riva Davia, 620, Buenos Aires, A. R. 


FILBERT, WILLIAM D. 
Womelsdorf Consol. Water Co., 


FINKLE, F. C. 
Cons. Hyd. Engr., 449 I. W. Hellman Bldg., Los 
Angeles, Cal. 


Womelsdorf, Pa. 


FINLEY, CHARLES A. 
Mng. Engr. Bureau of Water, Pittsburgh, Pa. 


FiscHeR, CHARLES H. 


Fire Protection Engr., 2844 Hudson Blvd., Jersey 
City, N 


FiscHER, WALTER A. 
Adv. Engr. Wtr. Supt. & Fire Pctn. War Dept., 
1337 Q St. N. W., Washington, D.C. 


FisHer, E. A. 
Cons. Engr., Rochester, N. Y. 


FIsHER, E. P. 
Supt. London Water Wks. Co., London, Ohio —— 


FisHER, GEORGE E. 
Engr. Arkwright Mut. Fire Ins. Co., 31 Milk St., 


Boston, Mass. 
Fisuer, L. A. 
P. O. Box 198, p 
FITHIAN, FRANK S. 


Ch. Clerk Water Dept., City Hall, Camden, N. J. 


Fiaa, INGWALD E. 
Asst. Engr. Spring Valley Water Co., 375 Sutter 
St., San Francisco, Cal. 


Fiap, Epwarp 


c/o Pub. Serv. Comn., Jefferson City, Mo. 


FLEMING, VirGIL R. 
204 Lab. App. Mech., Urbana, III. 


FLINN, ALFRED 
Secty. United Eng. Soc., Room 1617 Eng. adel 
Bldg., New York, N. Y. 


q 


ForrsTERLING, Dr. Hans 
The Abor Farm, Jamesburg, N. J. 


June 21, 1920 


July 11, 1919 


Apr. 27, 1910 


June 24, 1912 


Apr. 27, 1910 


June 27, 1914 


July 14, 1919 


June 4, 1912 


May 14, 1915 


Oct. 10, 1919 


Jan. 27, 1914 


Feb. 8, 1916 


May 14, 1915 


July 23, 1916 


Apr. 14, 1915 


Mch. 1, 1916 


June 12, 1916 
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A. July 10, 1916 
Works, 243 West 39th St., New York, 


Foreman, June 21, 1920 
Actg. Chf. Eagr. Spt. Wtr. Wks., 3rd Floor, City _ 
Hall, Kansas City, Mo. 


ForrisTeu, F. E. June 9, 1919 
Supt. Water Works, Eveleth, Minn. 


6 ay 
Foss, W. E. : it July 10, 1906 
Detr. Ch. Engr. Metropolitan Water Wks. ™ 1 Ash- 
burton Place, Boston, Mass. 


FosTeR, CHARLES ew June 9, 1919 
Supt. Water & Light Dept., Hibbing, Minn. ind 


Fow ARTHUR G. Apr. 27, 1910 
— Water Works, R. F. D. No. 3, Cumberland 


Fow er, Epwarp A. Apr. 27, 1910 
Asst. Engr. 207 Sew. & Water Bd. Bldg., New 
Orleans, La. 


Fox, CHARLES L. June 4, 1912 
Asst. Supt. Penna. Water Co., 712 South Ave., Wil- 
kinsburg, Pa. 


FRANcIS, WALTER J. 4, 1916 
Cons. Engr., 260 St. James St., Montreal, Can. 


FRANK, FRED W. — July 18, 1907 
Secty. & Mgr., Water Wks., Brantford, Ont., Can. 


Frepricx, W. Dayton May 12, 1914 
Bridgeton Water Works, Bridgeton, N. J. " oa 


Freitinc, Henry J. May 12, 1914 
Mer. Clinton Lt. & Wtr. Co., Clinton, Mo. 


Frencu, D. W. May 29, 1920 
Supt. Hackensack Water Co., P.O. Box 98, Wee- — 
hawken, N. J 


FrencH, Dupiey K. 25, 1919 
Chem., Dearborn Chemical Co., 2005 McCormick 
Bldg., Chicago, Ill. 


Frenca, E. V., M.E. July 10, 1906 
Vice-Prest. & Engr. Arkwright Mutual Fire Ins. Co., 
31 Milk St., Boston, Mass. 
3% 
Frencu, P. E. Oct. 7, 1919 
Mech. Engr. City Water Works, 420 Mesa Ave., ion 
El Paso, Tex. ~~ 


Lucius A. Jan. 15, 1916 
707 Commerce Bldg., Kansas City, Mo. 
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MEMBERS 


FurrrTss, H. 
Cons. Engr., 140 Nassau St., New York, N. Y. 
owl 


FULLER, GEORGE W. 
170 Broadway, New York, N. Y. 
W. A. 
Cons. Engr., 1415 Chemical Bldg., St. Louis, Mo. 
F'uREY, JOHN J. 
Chem. & Bact., Western N. Y. Water Co., 
Falls, N. Y. 


Niagara 


GaBY, FREDERICK A. 


Ch. Engr., Hydro-Electric Power Comn., of Ont., 190 


University Ave., Toronto, Ont., Can. 
GALLAGHER, H. : 
Mgr. W Co., Independence, Mo. 
| 
GANNETT, FARLEY 
Prest. Gannett, 
Locust St., 


Seelye & Fleming, Engrs., 204 


Harrisburg, Pa. 


Garman, H. O. 
Ch. Engr. Ind. Pub. Util. Comn., 2062 N. Meridian 


St., Indianapolis, Ind. 


GASCOIGNE, GEORGE B. 
Cons. San. Engr., City Hall, Cleveland, O 
Gates, H. V. 
Prest. Hillsboro Power & Invest. Co., Hillsboro, Ore. 
GAUB, JOHN 


610 Irving St., N.W., Washington, D. C. 
GAVETT, WESTON 
Analyst, 312 West Fifth St., 


Gaynor, C. 
Cons. Engr., 527-8 Tremble Bldg., 


Plainfield, N. J. 


Sioux la 


Ithaca, N. Y. 


Gwar, PaTRIcK 
Supt. Water Dept., Holyoke, Mass. 


GELsTon, W. R. 
Supt. Water Wks. Com., Quincy, III. 


GENSHEIMER, GEORGE C. 
Secty. Comrs. of Water Works, Erie, Pa. 


GroraliA, FreperRIcK RAYMOND 
Dept. of Chemistry, Cornell Univ., 


GERBER, WINFRED D. 
Civil & San. Engr., 1611 Fargo Ave., Chicago, III. 


GERHARD, NorMAN P., C.E. 
311 Audubon Ave., New York, N. Y. 


July 10, 1906 


June 15, 1898 


Oct. 14, 1914 


Apr. 17, 1919 


Feb. 8, 1916 


June 8, 1909 


Nov. 29, 1919 


May 30, 1916 


June 16, 1920 


June 7, 1904 


Oct. 13, 1913 


Nov. 10, 1914 


May 7, 1917 


June 24, 1913 


May 7, 1919 


June 22, 1919 


May 16, 1919 


Apr. 19, 1915 
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Gicuas, EL! June 27, 1905 


Ch. Engr., Ariz. Lumber & Timber Co. Flagstaff, 
Ariz. 
GIDEON, ABRAHAM, C.E. June 8. 1909 


Engr., Sewer & Water Wks. Constr., Manila, 
5. 


GigsEY, Jesse K., C.E. Sept. 30, 1919 
of Fuller & McClintock, 305 Valentine Bldg, 


Toledo, Ohio 


GitcurRist, CHaRLEs B. May 12, 1914 
Asst. Supt. Water Wks., Newburgh, N. Y. ie a 
GILKISON, GEORGE F. r Apr. 24, 1920 
Chf. Chst. Water Dept., 3632 Flora Ave., Kansas 
City, Mo. 
GILL, FRANKLIN J. 30, 1920 
Supt. Water Lt. & Ht., Mountain Iron, Minn. y 
GILLESPIE, C. G. 10, 1911 
Resident Engr., Filtn. Divn., Sacramento, Cal. : 
GILMAN, CHARLES EDWARD June 4, 1912 
Cons. Hyd. Engr., 851 Calmar Ave., Oakland, Cal. 
GLApDING, R. D. May 29, 1920 


Gladding, Morrison & Co., Mnep]. Engrs., Box 566, 
Wilson, N. C. 


GocHNAUER, Harry W. 
c/o Morris Knowles, Inc., Engs., Hippodrome 
Bidg., Cleveland, O. 


Nov. 1, 1916 


GoEBEL, L. H., C.E. Aug. 1, 1919 
c/o Wallace & Tiernan Co., 349 Broadway, New 
York, N. Y. 
GoOENTNER, WILLIAM B. June 8, 1909 


Willow Grove, Montgomery Co., Pa. 


GoLpsMITH, CLARENCE Dec. 27, 1915 
Hyd. Engr., Natl. Bd. Fire Underwriters, 209 W. 


Jackson Blvd., Chicago, III. 


Goop, Timotny W. Feb. 17, 1920 
Supt. Water Works, Cambridge, Mass. 7 

Goopett, J. M., H.E. Apr. 27, 1894 
106 Loraine Ave., Upper Montclair, N. J. 

Goosen, HENRY Nov. 3, 1919 
Owner Fairfield Water Works, Fairfield, Solano 

Co., Cal. 

Gorpon, JAMEs P. —— June 21, 1920 
11 Tyndall Ave., Toronto, Ont. Vee 

Gore, WILLIAM May 30, 1916 
Cons. Engr., Confederation Life Bldg., Toronto, Ont. , 
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GREENALCH, WALLACE 


Goupry, Ray F. 
San. Engr., 


Goutp, J. W. DuB. 
165 W. 58th St., 


1147 Highcourt, Berkeley, Cal. 
34 East Grand 


New York, N. Y. 


Grar, Aucust V. 
Ch. Chem., St. Louis Water Wks., 
Ave., St. Louis, Mo. 


GraFr, CHARLES W. 
Supt. Filtration, 706 W. King St., York, Pa. 


GRAFF, GEORGE W. 
Chemist, 417 W. College Ave., York, Pa. 


GranaM, Licut. GEORGE A. 
Asst. Ofer. in chge. 
Wrightstown,'N.* 


of Utilities, 


aus 


Camp Dix, 
GRAHAM, JAMES W. 
16 Casco St., Portland, Me. _ 


GrRaNnTHAM, C. M. 
Supt. Water Dept., Goldsboro, N. Cc 


PERCY 
Mgr. Pumping Plant. Jefferson. Ia. 


Gray, 
Gray, R. F., C.E. 
Lusk, Wyo. 


Gray, W. C. 
Councilman, 112 


Hill , Sioux City, Ia. 
GRAYSON, THEODORE J. 
Prest. N. J. Water Serv. Co., 
Bidg., Philadelphia, Pa. 


1327 Real Est. Trust 


GREELEY, SAMUEL A. 
39 W. Adams St., 


Green, F. W. 
Su oe? & Pumping, Montclair Water Co., 
alls, N. J 


Chicago, Ill. 


Little 


GREEN, Evans 


Civil & San. Engr., 17 N. LaSalle St., Chicago, III. 


GreGory, JOHN HERBERT 


Cons. Engr. Prof. Civ. & San. Eng. The Johns Hop- 
kins Univ., Baltimore, Md. 


GREEN, Tom L. 


Cons. Engr., Miami, Okla. 


Comnr. Pub. Wks., Albany, 


Apr. 30, 1918 
Oct. 16, 1914 


June 15, 1914 


Nov. 30, 1918 
Nov. 27, 1916 


Dec. 11, 1919 


June 4, 1912 


Jan. 6, 1916 


Nov. 30, 1917 


May 26, 1919 


Sept. 30, 1919 


Oct. 21, 1919 


July 18, 1907 


Dec. 22, 1915 


Apr. 14, 1915 
Nov. 3, 1919 
July 18, 1917 


Apr. 1, 1910 
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Grirrey, H. A. June 14, 
Supt. Water Dept., City Hall, Janesville, Wis. _ 


Grime, Epwin M., C.E. 7 Feb. 23, 
Supt. Bridges & Bldgs. N. P. Ry., Fargo, N. D. 


Grimes, Epwin L. June 16, 
Engr. J. B. McCrary Eng. Corp., Citizens te? 


Southern Bnk. Bldg., Atlanta, Ga. 


GrIMMER, ALLAN KEAy June 2, 
Town Engr., Temiskaming, P. Q. 7 


GRISWOLD, F. M. July 18, 


Ins. Engr., 56 Cedar St., New York, N. Y. 


GRUETZMACHER, CLARENCE S. ‘June 5, 
C. E. of Design, Constr. Div. Wtr. Dpt., City 
Hall, Milwaukee, Wis. 


San. Engz., 658 Casilla, La Paz, Bolivia a 


Gusuup, Epwarp G. 12, 


d Asst. Engr. Bur. of Water, 2122 N. 28th St., | 


Philadelphia, Pa. 
Gwinn, Dow R. ‘Sept. 7, 


Prest. Water Co., Terre Haute, Ind. 


HaABERMEYER, GEORGE CONRAD Apr. 14, 


Civil & San. Engr., 57 Chemistry Bldg., Urbana, III. 


Happen, 8. C. July 8, 
Editor and Gen. Mgr., Municipal & County Engineering, 
538 South Clark St., Chicago, IIl. 


CHARLES Apr. 24, 
Divnl. Supt. Water Works, 5 Woodstock Ave, 
Montreal, Canada 


Hate, Frank E., Ph.D. May 12, 


‘Dir. < Lab., Mt. Prospect Laboratory, Brooklyn, 


N. 


Have, Ricnarp Kina, C.E. 10, 
545 Chestnut Hill Ave., Brookline, Mass. 


Haut, ALBERT S. May 16, 
Supt. Kennebec Water Dist., Waterville, Me. 


H. F. June 21, 
Chf. Engr. Water Works Dept., Northern Apts., : 


Sarnia, Ont. 


Hati, Harry R. May 8, 


Asst. Chf. Engr., Washington Suburban Sanitary 
District, Hyattsville, Md. 


Hatt, J. W. 
Mgr., San Joaquin Dist., Water Dept. Pacific Gas 
—& Elect. Co., Stockton, Cal. — 
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ACTIVE MEMBERS 


Hat, Joun A., C.E. — Mch. 20, 1920 
Box 407, Devils Lake, N. D. peaks iy 


Ha.pin, GeorGE R. June 13, 1916 
515—7th Ave., Watervliet, N. Y. Feige 
i, 


Hatpin, THomas F. July 18, 1901 
c/o A. P. Smith Mfg. Company, East Orange, N. J. 


HAMMOND, FRANK E. Apr. 17, 1920 
Trustee Kenebec Water District, Fairfield, Maine 


HAMMOND, R. B June 9, 1919 
Supt. Water Dept., Blue Island, 


Hammonp, W. H. - June 24, 1914 
Supt. Lindsay Water Wks., Lindsay, Ont., Can. 


Hancock, EpwINn Nov. 12, 1919 


Cons. Engr., 2047 Ogden Ave., Chicago, III. 7 


Hanna, Davin McLEAn June 9, 1920 

Supt. of Water Works, City Hall, Windsor, Ont. © ‘on 
Hansen, A. E. Dec. 31, 1917 
Hyd. & San. Engr., 2 Rector St.. New York, N. Y 


HAnsEN, June 4, 1912 
c/o Pearse, Greeley & Hansen, 39 West Adams 
St., Chicago, 


Hapaoop, Lyman P. June 8, 1909 
— of Water & Lt., Box 253, Jamestown, 


Harpina, C. T. Feb. 27, 1917 
Supt. Water and Lt. Dept., 516 Chestnut St., Vir- 
ginia, Minn. 


HARDING, GEORGE Oct. 10, 1912 
Mgr., 1105 Paulsen Bldg., Spokane, 


HarpDING, JOHN H. 14, 1918 
Supt. Water Works, La Porte, Ind. : 


Harpina, Rosert J. Oct. 23, 1914 
V.-Prest. San Antonio Water Supply Co., 106 Mar- | 
ket St., San Antonio, Texas 


V. A. June 10, 1919 
Mgr. City El. Lt. & Water Works, Goshen, Ind. 


Harpy, Epwarp Dana May 12, 1908 
Supt. Aqueduct & Filtn. Plant, Washington, D. C. 


HARMAN, JACOB A. Apr. 11, 1917 
Cons. Engr., 144 Fredonia Ave., Peoria, IIl. 


Harper, L. V. Aug. 19, 1914 
Chelan Electric Co., Chelan, Wash. 
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Harris, R. C. May 12, 1914 
Comnr. of Wks., City Hall, Toronto, Ont., Can. 


Harrison, Joun H. Apr. 16, 1914 
Kingston Water Dept., Kingston, N. Y. a 


Harrvs, C. NELSON Nov. 25, 1915 
San. E ngr., a State Bd. of Hlth., Nashville, Tenn. 


Hartwey, Geo. H. Apr. 7, 1920 
Norwood, Delaware Co., Pa. 


Hasprovuck, JOHN E. Sept. 30, 1919 
Cons. Engr., Room 410, 244 Main St., Springfield, 
Mass. 


Haskins, C. A. June 19, 1914 
Cons. Engr., 701 Mutual Bldg., Kansas City, Mo. ~ 
Hassier, SAMUEL F., M.D. May 29, 1920 
Supt. Public Safety, 500 No. Second St., Harris- 
burg, Pa. 


Hatcu, DonaLp M. 26, 
Supt. Water & Light, Wyandotte, Mich. - al 


Hatcu, Epwarp L. July 10, 1906 
Gen. Mgr. Stamford Water Co., Stamford, ii 


Harrietp, Jan. 31, 1917 
Asst. Prof. Chem. Dept., Montana State College, =a ; 


Bozeman, Mont. 


Hatton, T. CHALKLBY June 11, 1902 
Ch. Engr., City Hall, Milwaukee, Wis. 

Hatron, J. May 12, 1908 
211 Ogden Ave., Escanaba, Mich. =) th oot 


Havit_, Harotp THomas Sept. 30, 1919 
Asst. Engr. Dept. Wtr. Sup. N. Y. C., 51 North : 
St., Mt. Vernon, N. Y. 


Hawe«ins, H. C. 7 Dec. 10, 1915 
Hawken, Frank S. Apr.9,1920 
Chemist, St. Louis Water Works, 3954 Greer Ave., ‘ak 
St. Louis, Mo. 


Haw ey, Georce W. 
Secty. & Treasr. Water Co., Dixon, IIl. (2m 


Hawzer, W. ¢. Apr. 27, 191 
Engr. & Gen. Supt. Penna. Water Co., 712 
South Ave., Wilkinsburg, Pa. 


June 21, 1920 


Haypvock, Feb. 17, 1919 
Eng. Mountain Wtr. Sup. Co., 922 Commercial . 
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Hayrorp, B. B. 
Supt. Water Wks., Waukesha, nue 


Hazen, ALLEN, 


42d St. Bldg, New York, N.Y. 


HazLeHurst, GEORGE H. 
State Bd. of Hith., Montgomery, Ala. 


Haz.Leuourst, J. G. 
Capt. Q. M. C. Constr. Div., Constr. Q. M., Fort 
Screvens, Ga. 


> 


Supt. and Treas., Hagerstown, Md. 


HecHMER, A. 
Dept. Engr. Mtnce. & Optg. Dept., Wash. Subn. 
San. Dist., Hyattsville, Md. 


Hecat, J. L. 
Mech. Engn. Pub. Serv. Co., 72 West Adams St., 
Chicago, IIl. 


Hgermans, H. C. 
Mgr. Water Wks. Co., Hoquiam, Wash. 


HEFFELFINGER, J. MILTON 
Div. of Engr. & Const., City Hall, Cleveland, O. 


Hensy, H. 
Secty. & Mgr. West St. Louis Water & Lt. Co., 
6600 Delmar Ave., St. Louis, Mo 


HENDERSON, CHARLES ELLIOTT 
Mgr. Morris Knowles, Ltd., 88 Ouellette Ave., 
Windsor, Ont. 


HENDERSON, CHARLES R. 


Mgr. Davenport Water Co., Davenport, Iowa 


HENDERSON, JOHN BalILuiz, C.E. 
“Sun” Fdry., Wickham St., Brisbane, Queensland, 
Australia 


Henprick, WALLACE M. 
11 Clarkson Ave., Brooklyn, N. 


Henry, Epwarp WILLIAM 
Supt. Meter Dept., 450 Fairmont Ave., Jersey 
ity, N. J. 


Herina, Rupoupg, 
Cons. Engineer, 40 Lloyd Road, Montelair, N. J. 


Herr, J. O. 
"Supt. Atlantic Co. Water Co. of N Box 
leasantville, N. J 


‘Horsey, Francis C., Jr. 
Chr. Water & Municipal Lt. Comnrs., Wellesley, 
ass 


June 8, 1909 


May 27, 1806 
Nov. 1, 1914 


Feb. 27, 1920 


July 18, 1907 


Nov. 3, 1919 


June 10, 1911 


June 26, 1886 


Mch. 11, 1918 


May 6, 1915 


May 24, 1920 


June 18, 1901 


July 27, 1915 


May 10, 1915 


May 12, 1908 


July 14, 1887 


June 5, 1916 


July 18, 1907 
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Hess, Epwin WESLEY oe Jan. 16, 1920 
Cons. Engr., Kratzer Bldg., Clearfield, Pa. 


Hetzer, MENTOR Nov. 17, 1916 
Mgr. Moundsville Water Co., Moundsville, W. Va. 


Hicxs, J. S. ; ‘ Dec. 8, 1910 
Supt. Water Co., Berwick, Pa. 


Larayerte, C.E. Dec. 10, 1915 
; San. Engr. State Bd. of Health, 1144 W. 25th St., 


Des Moines, Ia. 
HIGHLAND, ScoTLanp G. ‘Feb. 10, 1913 


Sect Treas. & Gen. Mgr., Clarksburg Water 
Bd.’ Clarksburg, W. Va. 


Cons. Eng., 100 Crown St., New Haven, iia oe 


Joun W. ‘June 26, 1886 
Cons. Engr., 35-36 Mitchell Bldg., Cincinnati, Ohio ob 


Hitt, Nicuovas S., Jr. June 18, 1901 


Cons. Engr., 112 E. 19th St., New York, N. Y. 
‘Hinscuer, 9% 1914 


State Bd. of Health, 102 Div. Eng. Bldg., Berkeley, 


Rosert L. 12, 1908 
Insp. Factory Ins. Ass’n, Rensselaer, N. Y. a ary 


Hinman, Jack J., Jr. | Apr. 21, 1915 r : 
Bact. & Chemist, P. O. Box 313, lowa City, Ia. 


Hoap, WILLIAM CHRISTIAN June 24, 1913 
Prof. San. E ngr., 1028 Martin Place, Ann Arbor, Mich. : 


Hoaa, Greorce F, June 2, 1920 
Fire Prevention Engr., Const. Div. of the’Army, en 
Washington, D. C. 7 


Percy LaTourerte June 28, 1919 
Hyd. Engr., Manhasset, L. I., N. Y. ; 


Hoaauanp, Ira GOULD Apr. 27, 1910 a 
Secty. Natl. Automatic apa. Assn., 80 Maiden 
Lane, New York, N. 


Hossy, Artuur C.E. 
Linea 88, Havana, Cuba 


Hopaxins, H. C., C.E. 
415 Dillaye Bldg., Syracuse, N. Y. 


-Hopeman, Burr B., 


C.E. 
Church St., New York, N. Y. 
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ACTIVE MEMBERS 


HopkINsON, THOMAS Apr. 15, 1913 
Supt. Water Wks., 14 King St., London, Ontario, 
an. 


HorrMasTEeR, GEORGE EpwArRD May 13, 1916 
Amer. Water Wks., & Guar. Co., 50 Broad St., 
New York, N. Y. 


Hogan, JoHN PHILIP June 9, 
Cons. Engr., 13 East llth St., New York, N.Y. 


HoGewanp, A. W. 6, 
Pr. Asst. Engr. Pitometer Co., 25 Elm St., New 
York, N.Y. 


Horsrook, H. Sept. 8, 
Combustion Engr., Iowa State College, 1420—2nd 


Ave., Cedar Rapids, Ia. 
HoupeEN, A., C.E. 
Detr. Thayer Sch. of Civ. Eng., Hanover, N.H. 


Oct. 21, 


HouprReDGE, Letau I. Apr. 20, 
San. Engr. Wallace & Tiernan Co., 1035 Com- 
mercial Trust Bldg., Philadelphia, Pa. 


Ray KInGsBuryY Jan. 17, 
Cons. Engr., Lawrence Bldg., Ann Arbor, Mich. — - 

Houmgs, A. G. “™ 
P. O. Box 252, East Pittsburgh, Pa. , 

off 

Howes, M. G. Aug. 16, 1918 
Supt. Water Works, Rochester, Minn. 7a 


Hong, Freperic veP., C.E. 17, 1918 
13-21 Park Row, ‘New York, N. Y. 


Hoorgs, Epaar M., Jr., C.E. May 8, 1913 
1614 Broome St., Wikaington, Del. 


Hoover, CHARLES P. Mch. 14, 1913 
Chem. Filtratién Plant, Columbus, Ohio 


Hopxins, CHARLES CoMSTOCK June 10, 1911 
yd. & San. Engr., 349 Cutler Bldg., Rochester, 


July 10, 


Hopkins, FRANKLYN C, June 16, 1919 
Vice-Prest. Consol. Water Co., 712 Washington St., 
Utica, N. Y. 


Hoprxins, NewrTon F., C.E., July 18, 1907 
801 Home Trust Bldg., Pittsburgh, Pa. = 


Hopper, WALTER C. June 10, 1911 
Supt. Acquackanonk Water Co., 145 Prospect St., 
Passaic, N. J. 


Horn, J. F. ~ Oct. 10, 1919 
Prest. Water Co., Vandergrift, Pa. wf 
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Meneses. Cuas. M. June 24, 1903 
Supt. Wtr. Wks., 1705 State St., East St. Louis, Ill. | 


HorNnuNG, GEORGE July 14, 1887 
Cons. Civ. & Mech. Eng., 512 Fairfield Ave., Belle- 


vue, Ky. 


Horton, Rospert E., H.E. Jan. 20, 1911 
R. D. No. 1, Voorheesville, N. Y. 


Horton, THEODORE July 18, 1907 
: Ch. Eng., N. Y. State Dept. of Health, 206 Lan- 
caster St., Albany, N. Y. — 


Hostetier, WILLIAM A. May 8, 1915 
Supt. Iowa City Water Wks., 419 S. Lucas St., 
Iowa City, Ia. 


Hoven, Laurence C. Jan. 17, 1919 
Asst. Engr. Pitometer Co., E. Falls Church, Va. 


act. in Chge. Filtn. Plant, City Hall, Toronto, wey 
Ont. 


Howe Davin J., C.E. Oct. 19, 1914 
Union Trust Bldg., Washington, D. C. ; 


Howe tt, FRep B. July 20, 1920 
Bd. of Wtr. Comnrs., Medina, N. Y. 


How.anp, E. Rosert, R.E. ei Apr. 22, 1914 
c/o The British Pitometer Co., 39 Victoria St., 
London, 8. W. I., England 


Howson, R. Apr. 24, 1916 
Asst. Engr. for Alvord & Burdick, 130—S8th Ave., 


La Grange, Ill 
HvuBBELL, CLARENCE W. z June 24, 1903 
Cons. Eng., 2348 Penobscot Bldg., Detroit, Mich. 


Hupson, Lro July 7, 1918 


Box 14, Boston, Allegheny Co., Pa. an 
Hucaans, R. “in 19, 1915 


D. 
Mgr., Water Wks., Streator, IIl. 


Hu.ett, Mason Jan. 29, 1916 
c/o R. U. V. Co., 165 Broadway, New York, N. Y. 


Hunt, S. J. May 15, 1920 
Asst. Secty. Bd. Water Comnrs., 25 E. Fifth St., 
St. Paul, Minn. 


- Hunter, Henry G. June 10, 1911 
N. Y. Cont. Jewell Filtn. Co., 1011 New Birks Bldg., 
Montreal, Can. 


Hunter, Be July 10, 1906 


oa" Cons. Engr., 703 Rialto Bldg., San Francisco, Cal. 
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Hurp, CHAR.LEs H. 
1405 Merchants Bank Bldg., Indianapolis, Ind. 
Hurron, Haron 8. 
San Engr., Rm. 
Pittsburgh, Pa. 


1903, Commonwealth Bldg., 


Hoy, Harry F. 
Genl. a: Western N. Y. Water Co., 
Bldg., Buffalo, N. Y. 


704 Elect. 


Hyper, GILMAN 
Cons. Hyd. & San. Engr., 
Cal., Berkeley, Cal. 


Prof. San. Eng., Univ. of 


Va 


Hyman, H. H. 
Mgr. Miami Water Co., Miami, Fla. 


Inman, A. -W. 
Supt. Massillon Water Supply Co., Massillon, Ohio. 


INovE, S. 


290 Harajiku, Tokyo, Japan. 


Isaac, F. N. 
Secty. & Genl. Mgr. The Hanford Water Co., Han- 


ford, Cal. 


Jackson, C. B. 
Supt. City Wtr. Corpn., 


Fresno, Cal. 


JACKSON, DANIEL D. 
Prof. of Chem. er Hall, Columbia 


Univ., New Yor J 
Jacoss, JOSEPH 
Cons. Engr., 1317 Smith Bldg., Seattle, Wash. a 
‘ist St., New York, N. Y. ie 


Jacoss, S. WILLARD 


Chem. Engr., 18 Eas 


JacoBson, Rosert T. 
City Engr., Fargo, N. D. 
James, CLaupE L. 
a Engr. Supt. Water Wks., City Bldg., Mattoon, 
— 
Sacramento, Cal. 


JARVIS, ALEXANDER CHARLES 
Osterbrogade 40, Copenhagen, Denmark 


Jenks, Harry NEVILLE 
Spec. Asst. Engr., Filtn. Divn., 
JENNINGS, CHARLES A. 
- Rm. 466, Peoples Gas Bldg., Chicago, IIl. 
JENSEN, ANDREW M., C.E. 
18 Patterson Block, Fresno, Cal. 


Jansen, J. ARTHUR 
Supt. Water Wks. Dept. Minneapolis, 


Aug. 1, 1914 


Apr. 1, 1920 


May 13, 1916 


July 18, 1907 


Apr. 16, 1916 
Nov. 19, 1915 
July 18, 1907 


May 12, 1908 


Aug. 18, 1920 


Jan. 31, 1910 


July 30, 1920 
Feb. 5, 1919 
Apr. 16, 1919 


Jan. 20, 1914 


May 5, 1914 
Jan. 26, 1917 
May 12, 1908 
Feb. 9, 1920 


Aug. 15, 1910 
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JENSEN, I. Cur June 3, 1912 
Slaalsinel W ater Wks., Council Bluffs, Iowa. 


JENSEN, MARION A. 


4th St. & 7th Ave., Nebraska City, Neb. ree. rs 


Jeup, B. J. Feb. 23, 1920 
Chf. Engr. Ind. Water Co., 113 Monument Circle, 
Indianapolis, Ind. 


June 3, 1912 


JOHNSON, Epa@ar W. to" July 13, 1917 
Asst. Engr. Water Dept, 3821 Elliot Ave., Min- “ap 
neapolis, Minn. "3 


JoHNSON, GreorGeE A. July 18, 1907 
Cons. Engr., 150 Nassau St., New York, N. Y. 
2 


Jounson, H. E. ; Dec. 22, 1912 
Mgr. Cuero Div. Tex. G. & E. Co., Cuero, Tex. ‘@ 


JOHNSON, PETER May 26, 1916 


Bx. 96, Bellmore, L. I., N eo 
JOHNSTON, WILLIAM J. os Mch. 19, 1917 


Supt. Water Wks., Marquette, Mich. 


JOHNSTONE, ALAN M. E., C.E. June 16, 1919 
San. & Hyd. Engr., 2124 Ellis Ave., New York, N. Y. 
Jongs, A. J. Apr. 16, 1884 
Prest. New Brunswick Trust Co., New Bruns- 
wick, N. J 


Jongs, BURKE June 24, 1913 
Supt. Water Wks., Hattiesburg, Miss. am 
Jones. Hiram F. 18, 1907 


Supt. Water Wks., 823 Walnut St., Elmira, N. Y. 


Jonzs, J. M. May 9, 1916 
Bristol & Warren Water Works, Bristol, R.1. hide 


Jones, WILLIAM CLAYTON 2. May 14, 1914 
426 Market St., Camden, N. 


Jones, WILLIAM NELSON, E. Apr. 14, 1914 
City Engr’s Office, City Hall, Minneapolis, Minn. : 2 


JORDAN, Epwin O. Oct. 30, 1914 
Prof. of Bact., Univ. of Chieago, Chicago, III. 5 
Gis 
JorRDAN, FraNK C. June 10, 1911 
Secty. Water Co., 113 Moai neat Dircle, Indianapolis, 


Ind. 
Harry E. Oct. 7, 1919 
San. Engr. Ind. Water C> 113 Monument Circle, 
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Mgr. Light & Water Dept., Dover, Ohio | 


Jupson, JOHN W. June 12, 1920 
~ Acct. Dpt. Sts. & Pub. Impvts., Newark, 
Nod. 


JutTz, CHARLES E. Apr. 12, 1920 
Treasr. W. St. L. Water & Lt. Co., 6600 Delmar, 
St. Louis, Mo. 


KaBLeE, Epaar P Nov. 19, 1917 
Gen. Man. York Water Co., 42 East Market St., 
York, Pa 


Kaun, Leon I. May 24, 1916 
Comnr. of Pub. Util., Shreveport, La. 


KAPOUSTINE, THEO. N. : Aug. 31, 1917 
San. Engr. Grace-Amer. Intnatl. Corp., 64 Water St., 
New York, N. Y. 


KastTsBerG, Karu C. June 7, 1904 
City Engr., Box 923, Des Moines, Ia.  . — 


KEATING, CHARLES STANLEY May 16, 1919 
Supt. Water Works & City Engr., Watervliet, N. Y. 


KEEFER, CLARENCE EDWARD Feb. 23, 1920 
Asst. Desg. Engr. Sewer Dvn. City Hall Annex 
No. 1, Baltimore, Md. 


Kpeer, H. E. July 14, 1887 
Room 633, The Rookery, Chicago, III. 


KEERL, H. O., C.E. Nov. 18, 1919 
625-7 M. B. A. Bldg., Mason City, Iowa 


Kris, ANTHONY June 8, 1909 
“7 Mt. Clemens Water Wks., 38 Moross Ave., Mt. 
lemens, Mich. 


KELigER, TIMOTHY Feb. 15, 1917 
Supt. Williamsport Water Co., Williamsport, Pa. 


J. W. May 13, 1913 


Genl. Supt. Bureau of Water, St. Paul, Minn, 


F. T. June 24, 1915 
Secty. New Baiehe Water Co., 238 MainSt., New 
Rochelle, N. Y. 


KENDALL, THEODORE REED Meh. 18, 1919 
Eng. Editor, The American City, 303 S. Broadway, 
South Nyack, 


Kennia, R. B. Oct. 10, 1919 
Mgr. Water Co., Punxsatawney, Pa. _ 


, PETER Aug. 31, 1917 
es. Water Dept., Fort Madison, Ia. 
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Joun June 8, 1909 
San. bed 25 W. 43rd Street, New York, N. Y. a 


SAMUEL E. Nov. 25, 1915 
Supt. Distbn. Sctn. Wtr. Divn., 1 Ashburton PI., 
Boston, Mass. 


KILpaTrick, Joun D., C.E. 18, 1911 
30 Church St., New York,N.Y. 


Frank C. June 11, 1902 
Secty. and Asst. Treas., Commonwealth Water & 


Lt. Co., Summit, N. J. > 
KIMMEL, J. G. 17, 1920 


Asst. Eng., Gannett, Seelye & Fleming, 262 Ran- rome 
dolph Bldg., Memphis, Tenn. 


Kina, CHARLES PENROSE ; . 27, 1916 
Engr. Bexhill Water & Gas Co., 5 Sedgwick Rd., 
Bexhill-on-Sea, England 


Horace . 17, 1916 
Comnr. & Supt., City Hall, Brockton, Mass. 


Kinnett, J. D. Jan. 23, 1919 


Chmn. Bd. Water Cmnrs., Macon, Ga. 


Kinney, Howarp C. 7 June 11, 1919 
Mgr. Waterloo Water Co., Waterloo, N. Y 


Kirx, CLARENCE L. June 8, 1907 
Prest. Indianapolis Water Co., 113 Monument Circle, 
Indianapolis, Ind. 


Kirkpatrick, Earu T. Feb. 15, 1917 
Chf. Chem. & Bact., 1718 High St., Des Moines, Iowa ’ 


KIRKPATRICK, WALTER G. Apr. 27, 1910 ar: 
Cons. Hyd. Engr., Monroe, La. 
ao 


Kuaprp, Cart Oct. 7, 1917 
Supt. Water Works, Everett, Wash. 


Kuare, R. W. June 24, 1915 
Mgr. Wabash Water & Lt. Co., Wabash, Ind. 


Kuavs, Frep J. Oct. 2, 1915 
Asst. Engr. East Bay Water Co., 2414 Dana St., 
Berkeley, Cal. 


Kern, FEDERICO Apr. 2, 1918 
Cia Alumbrado Electrico, San Salvador, C. A. re 


Kuen, I. July 1, 1913 
Cons. Engr., Suite 3002, 165 Broadway, New York, N. Y. 


W., C.E Mar. 10, 1006 


«50 Church St., ‘New York, N. Y. ae 
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60 ACTIVE MEMBERS 


Kuottz, F. 8. 


Cons, Engr., Concord, N. C. 


Knoeen, A. H., C.E. 
112 N. Broad St., 


KNICKERBACKER, JOHN, C.E. 
Prest. Eddy Valve Co. 86—Ist St., 


KNISEL J. Herm 
, Bur. Harrisburg, Pa. 


ou 
Met. Water Dist., 200 


Philadelphia, Pa. 


Troy, N. 


Homer V. 
Asst. Supt. & Purch. Agt., 
City Hall, Omaha, Neb. 


KNOWLES, CLARENCE R. 
— Water Service, 
ve., Chicago, III. 


I. C. R. R., 6609 Greenwood 


Know es, Morris 

Cons. Engr., 1200 Jones Law Bldg., Pittsburgh, Pa. 
Knox, Stuart K. 

Hill & Ferguson, 112 EF. 19th St., New York, N. Y. 
KontkovskI, EuGENeE B. 

Cons. Engr. Nikolaievskaia. 17, log. 5, Petrograd, 


Russia 


Krause, Marx C., C.E 
Susquehanna . Trust Bldg., 


Williamsport, Pa. 


KrieGer, ALBERT A. 
1st Asst. City Engr., 2304 Alta Ave., Louisville, Ky. 


KRIEGSHEIM, HEINRICH 
c/o Permutit Co., 440—4th Ave., New York, N. Y. 


KussMAUL, TAYLOR 
Supt. Water & Light, 305 Ohio St., 


LABERGE, FRANCOIS CHARLES 
Cons. Engr., 30 St. James St., 


Newark, Ohio 

Montreal,Canada 
Lacount, H. O. 


Engr. & Asst. Secty. Insp. Dept. Factory Mutual 
Ins. Co., 124 College Ave., West Somerville, 


Mass. 
te= 
B. 
LAFRENIERE, THEO 


San Engr. Bd. ™ Hith. of P. Q., 59 Notre Dame, 
East, Montreal, Canada 


LAFLIN, ALBERT A. 
Supt. Water ve St. Stephens, N. 


LANCE, JOHN H. 
Cons. Engr., 
Barre, Pa. 


LANDMANN, L. B. 
Supt. Capital City Water Co., Jefferson City, Mo. 


616-20 Second Ntl. Bank Bldg., Wilkes- 


May 1, 1920 
Jan. 8, 1911 
June 24, 1918 


July 7, 1916 


Sept. 21, 1918 


June 4, 1913 


July 18, 1907 
June 8, 1909 


Jan. 12, 1915 


May 26, 1916 
Apr. 20, 1914 
May 11, 1915 
Jan. 31, 1919 


Mch. 20, 1916 


May 12, 1908 
June 10, 1920 
June 24, 1916 

May 7, 1917 


Sept. 2, 1914 


Pa 
= 
ia 
> 
i 
= 
25 


AMERICAN WATER WORKS ASSOCIATION 


LANDRY, J. A. pers 29, 1910 
Prest. Ry. Lt. & Water Wks. Co., Lake Charles, La. 


= 


LarMon, Frank P. Apr. 17, 1914 
Ch. Engr. Met. Water Dist., Omaha, Neb. 


Lasso, ALFREDO F. Sept. 26, 1917 
Ing. Civ.. Obras Sanitarias de la Nacion, Buenos 
Aires. R. Argentina 


LaTourRRETTE, FREDERICK, C.E. 
Engr. in Chge. J. C. Water Wks., 49 Highland Ave., 
Jersey City, N. J. 


‘ 
Laurir, EDWARD 21, 
Cons. Engr., 243 Bleury St., Montreal, P. Q. 


Lautz, W. E. m4 Nov. 14, 
Secty. & Mgr. Pekin Water Wks., Pekin, III. ; 


Law tor, Francis D. H. July 10, 
Supt. Citizens Water Co., Burlington, Ia. at _ 

W. C. 21, 
Supt. Filtn., W. 32nd. & Division, Cleveland, O. 


LAWRENCE, W. H. Dec. 16 
Supt. Water Works, Box 362, Kelispell, Mont. y 


LawTon, W. July 10, 
4652 Maplewood Ave., Los Angeles, Cal. : 


Lea, Ricwarp May 12, 1908 
Cons. Engr., 809 New Birks Bldg., Montreal, Can. 


Leacu, WILLIAM J. Mar. 12, 1918 
oe. & Chf. Engr., 725 Mountain Ave., Fergus Falls, 


LecLerc, PIERRE : May 2, 1917. 
36 DeLaroch St., Montreal, Can. ncabe 


LEDDEN, Ernest M. Apr. 5, 
404 Fourth Ave., New York, N. Y. -¥ , 


Lepooux, J. W. 18, 1907 
Cons. Engr., 112 N. Broad St., Philadelphia, Pa. : 


Ler, Cuarues H. Mch. 21, 1912 
Executive Mmbr. State Wtr. Comn., 74 New : 
Montgomery St., San Francisco, Cal. 


Leerskovy, A. D. Apr. 1, 1918 
Supt, Municipal Water Works, Lock Box 128, Brush, an 


Leet, J. N. 
Supt. Water Dept., North East, Pa. 
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LrEIsEN, THEODORE A. 
Civ. Engr. Bd. Water Comnrs., Water Works Pk., 
Detroit, Mich. 


LENHARDT, LAURENCE G. 
City Engr., Pontiac, Mich, 


Lzopo.p, F. B. 
Farmers Bk. Bldg., Pittsburgh, Pa. 


THomas WILLIAM 
Engr., Water Wks. Dept., City Hall, Montreal, Can. 
LESLIE, JAMES 
Canada Fire Udtrs. Assn., Coristine Bldg., Mon- 
treal, Canada 


LetrTon, H. P. 
Grant, Fulton & Letton, Engrs, 505 Bankers Life 
Bldg., Lincoln, Neb. 


Levy, A. G. 
Asst. Engr. Div. of Water, 1677 E. 98rd St., ye 
Cleveland, O. 


Lzwis, J. M. 

Supt. Parks & Pub. Prop., Sioux City, Ia. , 
Lewis, R. E. 

Supt. Water Wks., Elizabeth City, N.C. 


Liegxtroort, J. C., Jr. 
N. J. Water Serv. Co., 
Philadelphia, Pa. 


LINDBLOM, ANDREW 
Asst. Supt. Water Works, 417 State St., 


1307 Real Est. Tr. Bldg., 


Boone, Ia. 


Lira, LEONARDO 
Chf. Engr. of Inspt., 
Santiago, Chile 


Water Works, Casilla 492, 


LitTLE, BEEKMAN C, 
Supt. Water Wks., 44 City Hall, Rochester, N. Y. 


Livezey, W. B. 
Prest. Newport News Lt. & Water Co., Newport 
News, Va. 


LocHRIDGE, ELBERT E. 
Engr. Water Dept., P. O. Box 1238, Springfield, Mass. 


Lorton, H. M. 
Chattanooga, Tenn. 


Lona, A. G., M.D. 
Detr. of Laboratories, N. D. State Dept. of 
Health, University, N. D. 


Lone, GrorcE J. 


Prest. Inter-State Water Co., Louisville, Ky. 


June 7, 1919 


June 19, 1920 
May 11, 1914 
Apr. 24, 1916 


May 5, 1920 


Dec. 23, 1914 


Mch. 17, 1910 


Apr. 12, 1910 


May 12, 1908 


May 11, 1914 


Apr. 30, 1919 


Sept. 9, 1919 


June 24, 1903 


May 10, 1915 


July 10, 1906 
May 25, 1909 


May 15, 1920 


Mch. 24, 1915_ 
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May 13, 


LoncuLey, FrANcis F. 18, 1907 
c/o League of Red Cross Societies, No. 9 Cour de — pak - 
Saint Pierre, Geneva, Switzerland. 


> 


LonGLEY, FREDERICK J. Nov. 21, 1913 
461 Allen St., Hudson, N. Y. ae alas 


Lona, James H, 
City Hall, Camden, N. J. 


Loomis, E. L. July 10, 1906 
Supt. Valparaiso Home Water Co., Valparaiso, Ind. - 

Lorp, H._ Aug. 10, 
Supt. Water Works, Ogdensburg, N. Y. ; 

Lorp, FRANKLIN B., JR. Jan. 9,1911 


Queens County Water Co., Cedarhurst, L.I.,N.Y. 

Lorr, Erskine H. May 26,1916 

Supt. Flatbush Water Wks. Co., 785 Flatbush Ave., 
Brooklyn, N. Y. 


LounssBury, WILLIAM May 12, 1908 
Genl. Mgr. Superior Water, Lt. & Power Co., Su- 
perior, Wis. 


Lovesoy, Wn. H. June 4, 1912 
Louisville Water Co., Louisville, Ky. : 


LowtTHer, BuRTON June 21, 1920 
Chf. Engr. & Gnl. Supt. Wtr. Wks., 1654 Broad- ‘ 
way, Denver, Col. 


Lucas, L. Mch. 25, 1910 
Supt. Water Pipe Extension, 404 City Hall, Chicago, Ill. : 


Luce, Artuur T., C.E. Apr. 10, ~ 
Supt. Des Moines Mun. Water Plant, Des Moines, Ia. 


e! 


Water Supply Co., Woodhaven, 


aN. 


Luptow, J. L. June 7, 1904 
Cons. E ngr., Winston-Salem, N.C. 
Luscompg, WILLIAM May 12, 1908 


V.-Prest. Gary Heat, Lt. & Water Co., Gary,iInd. 


Lutuer, J. N. May 14, 1918 
Supt. Water Works, South Bend, Ind. Oo 


Lyons, B. F. | May 12,1908 
V.-Prest. & Genl. Mgr. Beloit Water, Gas & Elect. : 
Co., Beloit, Wis. 


- en estern Agt. Hersey g. Co., 211 Schultz 
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ACTIVE MEMBERS 


W. Z. 
Mer. Water & Power Co., Vacaville, Cal. 


McCase, H. Datuas, C.E. 
800 Donner Ave., Monessen, Pa. 


Oswego, N. Y. 


McCarrrey, Wo. A. 
Supt. Water W orks, 191 E. 6th St., 


McCates, Wo. B. 
Gnl. Supt. Wtr. Cos. Pa. R. R., 
Trst. Bldg., Philadelphia, Pa. 


Rm. 922, Coml. 


WILLIAM 
Supt. Water Wks., Bluefield, W. Va. 


MoCumnanan, W. T. 
39 W. Adams St., Chicago, III. 


McCurnTock, JaMEs R. 
170 Broadway, New York, N. Y. 


McConvitte, H. A. 
Engng. Insptr. Bur. of Wtr., 1383 Grand Ave., 


St. Paul, Minn. 
McCrapy, MacHarvey 
Chem. & Bact. Bd. of Hlth. of P. 7 50 Notre Dame, 
East, Montreal, Can. 


McCormick, RoBERT 


1230—48rd St., Des Moines, Ia. 


McCruppsen, D. A 
Asst. to Chief, Bur. of Wtr., 702 City Hall, Phila- 
delphia, Pa. 


McDonatp, Joun H. 
Prest. Bd. Water Comnrs., 1713 Blair St., St. 


402 Interstate Bldg., City, Mo. 


a 
mae: & Genl. Mgr. Tampa Water Wks. Co., Tampa, 


McGercuen, D. J. 
Supt. Wyo. Valley Water Co., Markle Bank Bldg., 
Hazleton, Pa. 


McGiszon, Water S. 
Town Engr., Transcona, Man. 
J. 
P.O. Box 2360, Louisville, Ky. 


McGrata, F. R. 


Supt. Water Wks., City Hall, Chambersburg, Pa. 


May 29, 1920 
May 12, 1908 
June 21, 1920 


Sept. 30, 1919 


May 12, 1908 


Apr. 1014 


Jan. 12, 1914 


Mch. 8, 1920 


Sept. 12, 1916 


Apr. 7, 1916 


July 7, 1920 


June 19, 1920 


Mar. 25, 1913 


May 12, 1908 


June 11, 1916 


June 16, 1920 


Apr. 5, 1912 


May 12, 1914 
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7 


McINNES, F. A. May 12, 1014 
Div. Engr., Pub. Wks. Dept., 23 Salcombe St., 
Dorchester, Mass. 


McIntTosH, WILLIAM, JR. Feb. 26, 1918 
Tarradale Hotel, Muir of Ord, Ross-shire, Scotland 


McKay, JoHNn WILLIAM Feb. 19, 1920 
Boro. Engr. = W.S. G. & E., 170 College Ave., 
Boro. of Richmond, New York, N. Y. 


McKecunig, F. D., C.E. June 21, 1920 
401 Marlowe Ave., Montreal, Canada Ag 7 


-McKenzig, S. H. 
a Engr., & Supt. Terryville and Southington Water 
Wks., Southington, Conn. 


Apr. 14, 1916 


McKeown, Epwarp June 21, 1920 
Supt. Water Works, Sherbrooke, P.Q. 
McMang, I. Feb. 19, 1916 
Genl. Supt. Commonwealth Water Co., 18 Maple Ave., 
Summit, N. J 
H. C. Apr. 9, 1910 
2713 Winchester St., Baltimore, Md. 
McRagz, Joun B. May 9, 1906 
Cong. Eng., Jackson Bldg., Ottawa, Can. 
McReyno.ps, B. B. May 25, 1914 
Su .. Water Wks., City Hall, Colorado Springs, 
olo. 
McWit1as, C. Q. June 18, 1901 
Prest. Roaring Crk. Water Co., P. O. Box 17, Sha- 
mokin, Pa. 
McWituiaMs, C. W. June 2, 1920 
Supt. Water Works, Carthage, N. Y. 
Macatuum, ANDREW F. June 6, 1916 
Commissioner of Works, Ottawa, Canada 
t t. 
gr. Lincoln Water o., Lincoln 
MacDona.p, W. E. May 8, 1917 
City Water Wks. ., Engr., 93 Powell Ave., Ottawa, ‘is 
Mackey, J. M., C.E. June 9, 1919 


Supt. Water Works, Regina, Sask. 


Mappock, R. A., May 26, 1920 
Chst. & Bact., Box 114, Oshkosh, Wis. 


Marritt, Date L. Apr. 2, 1918 

Chem. & Bact., Des Moines Water Des Moines, 
o 


pee, 
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ACTIVE MEMBERS 
Marritt, McKean 


June 6, 1919 
Supt. Ww ater Works, Wilmington, N Sane 


Main, Geo. M.E. Apr. 27, 1910 


Cons. Engr., 14 Baker St., Daytona, Fla. ee 
opt 
MALLALIEev, WILLARD C. a 


Civil & San. Engr., Box 43, Middlebush, N. J. ast 


Matoney, THOMAS June 9, 1919 
Trustee Municipal Water Works, Council Blufis, Ia. 


Dec. 4, 1914 


MALvEN, C. F. art u- Feb. 23, 1920 
City Engr., Winner, S. Dak. 
Manauan, G., C.E. June 8, 1909 


c/o Fuller & McClintock, Cons. Engrs., Room 1512, 
170 Broadway, New York, 


Manoon, L. B. Feb. 23, 1920 
Chst. in Chge. of Water Pfctn., Kansas City, 
Kans. 
MaANvVILLB, F. D. 18, 1901 
Supt. Newport News Lt. & Water Co., 
Newport News, Va. 
ca Manz, Louis C., M.E. nine June 8, 1904 
1500 W. Ave.‘ Philadelphia, Pa. 
Be, Marxuts, O. G. May 17, 1920 
ae V. P. & G. AL Artn. Ht. & Cld. Wtr. Co., P. O. 
“a Box 718, Boise, Idaho. 
’ Mars, L. DonaLp June 30, 1920 


Asst. San. Engr. U. P. H. S., c/o Ark. Bd. of 
Hlth., Little Rock, 


MantTIn, A. M. May 12, 1908 
c/o Anderson, Clayton & Co., Houston, Texas. 


MartTIN, J. C. May 11, 1915 
Atty. for Ohio Water Wks. Assn., 414 Gasco Bldg., 
Columbus, Ohio. 


MartTIN, J. T. 
Comnr. of Water, 1452 W. 98 St., Cleveland, O. 


Aug. 18, 1920 


MARTINEZ, ConrADOo E. 


June 10, 
oy Cons. Engr., 59 Obispo St., Havana, Cuba. 


1920 


Mason, S. J. May 7, 1917 
_ Engr. & Supt. Water Wks., Perth Amboy, N. J. 
Mason, W. P. May 18, 1892 
Prof. of Chem. Ren. Poly. Inst., Troy, N. Y. 
Matson, FRANK W. June 19, 1920 


Comnr. of Finance, Court House, St. Paul, Minn. 


Matre, Husert P. T. July 26, 1913 
Coml. Engr., Worthington Pump & Cpn., 


N. Je 
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Marruews, Irvine E. May 25, 1919 
- Engr. Water Works, 43 City Hall, Rochester, N. Y. * 


Maovrics, Groras C.E. Mch. 11, 1911 
Eagle Springs, N. C 3 


Maory, Dasney H. Aug. 22, 1894 
Cons. Eng., 1445-6-7 Monadnock Block, Chicago, IIl. 


Maviry, J. W., C.E. 
: 724 North F. St., Wellington, Kans. 


Maxon, G. T. 
Supt. Water Board, Cortland, N. Y. 


MAXWELL, Donatp H. 
Asst. ~—% with Alvord & Burdick, 1417 Hartford 


Bldg., Chicago, Ill. 
c/o Ford Motor Co., Detroit, Mich. } 


Danii W., C.E 
20 W. Gorham St., Madison, Wis. 


Meapows, James O. 
San. Engr., 20 Charlevoix St., Montreal, Canada 


Mears, BRAINERD 
ro of Chem., Williams College, Williamstown, 
ass. 


Metten, A. F. Mch. 24, 1915 
939—14th Ave. S.E., Minneapolis, Minn. a 


Matton, T. A. 
Prest. Kensington Water Co., 514 Smithfield St., 
Pittsburgh, Pa. 


i MENDELL, JAMES HERBERT an June 20, 1920 
Supt. Water Works, Manchester, N. H. 


A MENDELSOBN, Isapor W. 
U.S. Pub Health Sve., 1527—14 St. N. W., Washington, D.C. 


MentTz, Henry A. 
Asst. Engr. Munic. Eng. Dept., Magnolia, Miss. 


Feb. 9, 1920 


Mercier, Pavt-EMILE 
Ch. Engr. & City Svyr., City Hall, Montreal, Can. 


MERRILL, GEORGE FIELD, C.E. 
Supt. Water Works, Greenfield, Mass. 


May 29, 1920 


Dpty. Chf. Engr. Bd. Wtr. Sup., 2224 Municipal 
Bldg., New York, N. Y. 


MESSER, RIcHARD 
; ~ San. Engr. State Dept. of Health, 1110 Capitol St., 
Richmond, Va. 


4.» 
Feb. 15, 1917 ~ 
Aug. 16,101.00 
a 
‘Mere 


Mercatr, Joun T. June 7, 1916 4 
Asst. Engr., in Chge. L. I. Watershed, 625 West St., 


Brooklyn, N. Y 


MerTca.r, LEONARD June 24, 1903 


Cons. Civil Engr., 14 Beacon St., Boston, Mass. wy oe 


Mayers, A. H June 14, 1920 


Supt. Water Co., Columbia, Pa. 
B. G. June 7, 1916 
City Engr., Kitchener, Ontario, Can. 


Micke, F. LEE Jan. 31, 1917 


~e. of Labts., Bur. of Hlth., City Hall, Atlantic 
ity, N. J. 
y 


MILLER CLARENCE L. Mch. 29, 1916 
Dir. Pub. Util. Dept., Kalamazoo, Mich. : 


d 
Miier, Ciirrorp N., H.E. 13, 1915 
2807 Union Central Bldg., Cincinnati, Ohio 7 - 


MILuER, Epwin E. Mch. 11, 1914 
Asst. Supt. Power Plants, Hackensack Water Co., 


Weehawken, N. J. : oh 

Hrram ALLEN 
Cons. Engr., 8 Beacon St., Boston, Mass. a 


MItupr, J. A. May 8, 
Supt. Water Wks., 10 W. Third St., Alton, IIl. 


Miter, J. R. Oct. 10, 
Supt. Jerome Water Works Co., Ltd., Jerome, Idaho 


MILLER, WALTER EDWARD Nov. 17, 
413-416 Pioneer Block, Madison, Wis. _?- 


Mitts, CLARENCE W. July 20, 
Water Works, 169 Main St., Woonsocket, 


MILNE, ALEXANDER June 24, 1903 
Supt. Water Wks., St. Catharines, Ontario, Can. 


Mch. 3, 


Minor, Epwarp EastMaNn May 20, 1912 
Supt. New Haven Water Co., 91 Temple St., New 


Haven, Conn. 


MITCHELL, GEORGE  Suly 21, 1913 
City Water Engineer, Aberdeen, Scotland 


W. MontGoMERY May 24, 1920 
Asst. Supt. Bd. Wtr. Comnrs., 232 Jefferson Ave., 
Detroit, Mich. 


Moat, CHARLEs P. Jan. 29, 1915 
Chemist, Vermont State Bd. of Health, 2 Colchester 
Ave., Burlington, Vt. 
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: Mou ter, Bruce M. Feb. 5, 
Major San. Corps, Fremont, Ohio = be: . 
Mouruarpt, E. F. Oct. 10, 1917 
Secty. Bd. Fire Undwtrs. of the Pacific, 914 Mer- 
chants Exchange Bldg., San Francisco, Cal. 


Mouis, WILLIAM 
Supt. Water Wks., Muscatine, Ia. 


- Montrort, WILSON F. July 10, 1906 
; Cons. Chemist, 506 N. Vandeventer Ave., St. Louis, Mo. > 


Monrog, H. L. June 10, 1919 
Supt. Water Works, Pontiac, Mich. 


Monrou.inu, Henry J., C.E. ont Nov. 17, 1911 
No. 10 Calle F, Vedado, Havana, Cuba 


Moore, Joun A. 4,199 
Mgr. Warwood Wtr. Co., Warwood, Wheel- 
Moore, R. M. June 30,1920 
Secty. & Mgr. Peoples ‘Water Co. of of Palms, Cal., 7 

1018 Trust & Savings Bldg., Los Angeles, Cal. 


Moraan, Henry B. 
Mgr. Peoria Water Wks. Co., 143 N. Jefferson Ave., 


Peoria, Ill. 
Morris, CHartes H. June 7, 1916 
Supr. of Water Wks., New Brunswick, N. J. — re 


Morris, Brooks June 10, 1920 
Fea Water Dept., City Hall, Pasadena, 
al. 


Morse, Rosert B. Mech. 11, 1915 
Ch. Engr. State Bd. of Health, 16 W. Saratoga St, 
Baltimore, Md. 


Mor TENSEN, FREDERICK C. July 20, 1920 
Chemist, Coe College, Cedar Rapids, Ia. 


| = Mory, A. V. H. 
‘ Chem. Dir. , Dept. 217, Sears, Roebuck & Co., Chi- 
cago, Il. 


Mowry, Rosert B. Aug. 8, 1919 
c/o Wallace & Tiernan Co., 349 Broadway, New 
Yoru, N. ¥. 


_MULLERGREN, ARTHUR L. Oct. 21, 1919 
Cons. Engr., 8th Floor, Firestone Bldg., Kansas 
City, Mo. 


Nov. 1, 1914 


Mch., 2, 1920 
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Monpy, AMBROSE 
Supt. Middlesex Water Co., Woodbridge, N. 3 


Morphy, A. R.. C.E 
618 Hurt ‘Bldg, Atlanta, Ga. 


Morpay, Frank J. 
+ Supt. Div. of Meters, City Hall, Milwaukee, Wis. 

Morpay, L. E. 
Supt. Water Dept., 


Jacksonville, Fla. 


Morray, H. E. 


Mgr. Water & Sewer Dept., Honolulu, Hawaii. 


Joun A. 
Comnr. Pub. Prop., City Hall, Rock Island, III. 


Myers, Ben F. 
Supt. Water Works, P. O. Box 240, Marshall, Har- 
rison Co., Texas. 


A. J. 
Fire Protection Engr., 85 Bay St., Toronto, Ont. 


FreEp B., C.E. 
966 Anderson Ave., Highbridge, New York, N. Y. 


Ngviina, J. B 
Secty. -Treas. Clearfield Water Co., Clearfield, Pa. 


GEORGE 
Ch. Engr. Water Wks., Santiago, Chile, S. A. 


NEWELL, C. W. 
Serv. Foreman of Maintenance, 2218 Elliott Ave., 
Minneapolis, Minn. 
NEWHALL, HENRY 
Supt. Water Works, Danvers, Mass. 


NEWHALL, WILLIAM G. i 
Asst. Supt. Portland Water Dist., 
St., Portland, Me. 


42 Brentwood 


NEWLANDS, JAMES A. 
San. Engr., 11 Laurel St., Hartford, Conn. 
Newsom, REEvVEs J. 
Water Comnr., City Hall, Lynn, Mass. 


NEWTON, SAMUEL D. 
Civ. & Munic. Engr., Box 115, Cleveland, Tenn. 


Neyton, C. M. B. 
State River & Water Supply Comn., Suprv. Engr., 


Mech. 11, 1914 

Apr. 7, 1911 
May 31, 1916 
May 18, 1914 
June 11, 1915 


June 5, 1916 


June 14, 1920 


Mch. 12, 1919 
July 18, 1907 
Sept. 24, 1910 
Oct. 16, 1914 


Apr. 5, 1917 


Feb. 15, 1917 


Oct. 4, 1919 


Oct. 14, 1914 
Nov. 18, 1918 
June 16, 1920 


May 18, 1915 
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Melbourne, Australia. 
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A., C.E. Dec. 11, 1919 
Supt. Water Works, 47 State St., Troy, N.Y. > 


NIcHOLS, CHARLES SABIN May 15, 1918 
Prof. San. & Hyd. Eng., Iowa State College, . 
Ames, Ia. 5 


E. M., C.E. June 16, 1915 
27'N. 38th St., Philadelphia, Pa. > ; 


NiGHSWONGER, Harrison WorrTH, C.E. Aug. 22, 1919 
c/o Johnson E Benham, Cons. Engrs. 8th Floor, | 
Firestone Bldg., Kansas City, Mo. 


NisHionDA, SATORU 17, 1914 
Municipal Water Wks., Tokyo, Japan. 


Nisszy, E. L. May 13, 1915 
Prest. Florin Water Co., Florin, Pa. : 


Nrxon, Horace CHARLES ae June 14, 1920 
San Engr., 749 Avenue H. South, Saskatoon, ora 


NOLAN, June 21, 1920 
Su ater Dept., 1 rvington Ave., oO 
»N. J. 


Notte, Auaust G. Dec. 30, 1916 
Asst. Physiologist, Balboa Heights, C. Z. oP 


Norcross, Pav H. at Oct. 21, 1919 


Cons. Engr., Atlanta, Ga. 


Norris, JoHN ALEXANDER June 16, 1920 
State Bd. of Water Engrs., Capitol Sta., Austin, Tex. a = 


Norton, pig ©. B., Supt. Water Works Co., Cambridge, vig Oct. 21, 1919 
N. Y. 


Nvupsuina, Emit L. May 29, 1895 
Ch. Engr., Bur. of Water, Reading, Pa. 


Nyrs, WILLIAM W., May 12, 1905 
Trustee, Kennebec Water Dist., Fairfield, Me. - 


O’Hara, MicHaeEt J. Mch. 16, 1920 
Supt. Public Works, City Hall, Hudson, N. Y. 


O™M ears, Rosert J. Feb. 9, 1917 
516 West 184th St., New York, N. Y. 


Joserpx W. = 24, 1920 


Supt. Meter & Inspn. Dept. of Wtr., City Hall, me 
Montreal, Canada 7 


O’RourkKkE, JAMES Nov. 14, 1915 
Supt. of Water Wks., Fulton, IIl. 


O’ SHAUGHNESSY, JERRY June 7, 1909 


Supt. Div. of Water, Columbus, Ohio. 
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ACTIVE MEMBERS 
O’SHavuGHngEssy, M. M. 
City Engr., 2732 Vallejo St., San Francisco, Cal. 


Ou L. B. 
Supt. Water Works, Canton, O. 4 


OumsTED. CHARLEs S. 
Supt. Monterey Co. Water Wks., Pacific Grove, Cal. 


OrcHARD, WILLIAM J. 


San. Engr., 349 Broadway, New York, N. Y. > 
Orr, ALEXANDER, C.E. 


Ch. Engr. Gloversville Water Wks., : 
Gloversville, N. 


Oscoop, MANLEY 
Engr. Detroit Bur. Gvt. Research, 100 Griswold 
St., Detroit, Mich. & 
Owens, Rosert B., B.E. 
Govt. Bldgs., Alberta,Camn, 
Pairovi, ANTONIO, C.E. 
Belgrano 3750, Buenos Aires, A. R. 


PARDEE, Howarp J. 
Eng. Dept. Wallace & Tiernan Co., 
Gas Bldg., Chicago, Ill. 


PaRKER, C. B. 
Asst. Supt. Pipe System, Hackensack Water Co., 
Weehawken, N. J. 


466 Peoples 


PARKER, CHARLES T. 
Ch. Engr. Alton Water Co., 436 Jefferson St., 
Alton, IIl. 


PARKER, Horatio NEWTON 
City Bact. & Chst., Main & Orange Sts, Jackson- 
ville, Fla. 


Parr, S. W. 

Prof. App. Chemistry, Univ. of Ill., Urbana, IIl. 
Pats, R. L. 

Mgr. City Water Co., Springfield, Mo. 


PATTERSON, Wo. G. 
Supt., 20 Gerald Ave., Highland Park, Mich. 


Patton, W. A. 
Prest. & Mgr. Water Co., Catlettsburg, Ky. 
Patton, W.S 


Supt. Ashland Water Wks., Ashland, Ky. — 


Payson, Epaar R. 
Prest American Water Supply Co., Portland, ‘aie 


July 18, 1907 


Nov. 12, 1919 


Apr. 17, 1916 
Aug. 16, 1917 


Aug. 7, 1909 


June 10, 1920 


Apr. 27, 1914 
July 27, 1919 


Nov. 12, 1919 


Dec. 5, 1914 


Jan. 30, 1915 


June 16, 1920 


Jan. 29, 1915 
May 29, 1911 
May 12, 1915 


June 7, 1904 


May 7, 1917 
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Lawenes Feb. 24, 1913 
San. Engr., The San. Dist. of Chicago, S. O. Bldg., 
910 S. Michigan Ave., Chicago., Ill. 
PrARSON, WALLACE M. a Mch. 11, 1919 
Commercial Bank, Fowlerville, Mich. : 
PEART, JOHN Sept. 12, 1913 
Water Supply Engr., Met. W. S. & S. Bd. Brisbane, 


Queensland 


Puck, Ermon M. 18, 1907 
Cons. Engr., 260 Edgewood St., Hartford, Conn. 1 oma 


Peck, WARREN O. June 21, 1920 
Supt. Bd. Wtr. Comnrs., Dunkirk, N. Y. es me 


Peproso, Atex. M., M.D. 28, 1917 
40 José Bonifacio, Sao Paulo, Brazil 


Prrrow, Mossy GARLAND Apr. 16, 1920 
Health Officer, Lynchburg, Va. en: om 


Purry, WILLIAM June 26, 1886 
Hyd. Engr., Maplewood Ave., Cote des Neiges, 
Montreal, Quebec 


PETERSON, LEONARD June 19, a 
Supt. Wtr. Wks. Pwr. & Lt. Co., 


Minn. 


Puevps, B. Oct. 19, 1914 
Chemist, 46 Phelps Road, Ridgewood, N. J. 


PHILLIPS, CLIFFORD FRENCH ie, 22, 1915 
Cons. Engr., 604 Kingshighway Park, St. Louis, Mo. id 


H1RAM 20, 1912 


Cons. Engr., 201-2 Fullerton Bldg., St. Louis, Mo. 


PHILLIPS, JoHN M. 
Const.. Engr. Supt. John T. Brady Co., J. C. Duplicate 


72 in. Pipe Lines, Boonton, N. J. 


Pincus, Sou 
Assoc. San Engr., U. S. Pub. Hith. Svce., Wash- 


ington, D. C. 


PIRNIE, MALCOLM 
Cons. Engr., 30 East 42nd St., New York, N. Y. 


PitcHer, F. H. 


Gen. Mgr. & Ch. Engr., Montreal Water & Power 
Co., Place D’Armes Square, Montreal, Can. 


Pitney, Freperic V., C.E. 
21 South St., Morristown, N. J. 
Engr. and Contr., 70 St. James St., Montreal, Can. aie : 


Nov. 19,1914 
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ACTIVE MEMBERS 


POLLARD, SEABURY G. 
1700 Electric Ave., South Pasadena, Cal. 


Pottsville, Pa. 


PouuarD, W. D. 
Genl. Mgr. Pottsville Water Co., 


PoRIER, GEORGE 
French Water Works, 227 Avenue Dubail, Shang- 


hai, China. ie 
Porter, D. P. 
Supt. Water Wks., 1502 E. 8th St., Pueblo, Col. 


PorzE.ivs, A. F. 
Constr. Engr. Am. W. W. & El. Co., 
Ave., Birmingham, Ala. 


2114 First 


Potrar, ALEXAND 

Cons. Engr., Church St., New York, N.Y. 


Capt. C. R. 
Camp Utilities, Camp Meade, Md. 


Ports, CLYDE 
. & San. Engr., 30 Church St., 


ALEXANDER C. 
Chem. Bangor Filter Plant, Bangor, Me. 


New York, N. Y. 


PowE.., SHEPPARD T. 
Chem. Baltimore Co. Water & Electric Co., 100 WwW. 
Fayette St., Baltimore, Md. 


Powers, JEROME, C.E. 


110 Mountain Ave. S. W., Roanoke, Va. — 


PowNaLi, WILLIAM A. pares 
Mech. Engr. Wabash R. R., Decatur, Ill. 


Pracy, GEORGE WESLEY 
Supt. Spring Valley Wtr. Co., 375 Sutter St., 
San Francisco, Cal. 


Prapas, ARMANDO C. 
Engr. in Chge. Pvg. & Swge., Camaguey, Cuba. 


Pratt, CHARLES 
City Engr. & Supt. Water Wks., 1315 S. Santa Fé 
Ave., Chanute, Kans. 


Pratt, GILBERT H. 


Chem. and San. Engr., 144 Whitford Ave., Nutley, N. J. 


Pray, JOHN W. - 


Supt. Water Wks., Ft. Dodge, Ia. mee ut 


Cons. Engr., 401 Peters Trust Bldg., Omaha, Neb. 
Prospasco, SELDEN R., C.E. 
Burlington, N. J. 
= 


June 5, 1912 


May 18, 1892 


June 2, 1920 


Sept. 22, 1916 


July 7, 1920 


May 26, 1920 


July 18, 1907 


July 10, 1906 


Mar. 12, 1910 


July 10, 1906 


Feb. 28, 1907 
Apr. 19, 1915 


May 18, 1915 


Feb. 17, 1920 © 


May 18, 1915 


June 5, 1916 
June 24, 1918 
July 10, 1906 


May 9, 1916 


7 


AMERICAN WATER WORKS ASSOCIATION 
Procunow, Henry O. 

Supt. Water Works, West Allis, Wi is. 


Provost, ANDREW J., JR. oe May 12, = 
San. E a & Hyd. Engr., 39-41 W. 38th St., New 
York, N. ¥. ou 


Pruett, G. C., C.E. Feb. 2, 2, 1014 


Capt. Engrs. U. 8S. A., Box 775, Miles City, Mont. _ oo 


PucuH, R., C.E. 
230 Poplar Ave., Wayne, Pa. RlA- 


Purpy, J. H. 
c/o Amer. Water Wks. & Elect. Co., 50 Broad St., 
New York, N. Y. > 


Quay.e, LeRoy A. Sune 24, 1915 
Mech. Engr., Water Dept., 1455 W. 98th St., Cleve- af 
land, Ohio. 4 


Quick, ALFRED Merritt, C.E. June 18, 1901 
418 Equitable Bldg., Baltimore, Md. 


Quiciery, Lewis A. Nov. 18, 1918 


Supt. Water Dept., 533 Louisiana Ave., Lawrence, ue 7 


Kans. 


Race, JOSEPH May 18, 1914 
Mansion House, Hereford, Engiand. 


RADCLIFFE, JOHN L. i 19, 1920 
Supt. Filtn., 663 Madison Ave., meen, N. J. 


Raper, R. P. 108 


Supt. Lehigh Water Co., Easton, Pa. = 


Rarro, BarTotome Sept. 26, 
Ing. de las Obras Sanitarias de la Nacion, Calle Mor- 
eno 2602, Buenos Aires, R. Argentina rege 


Rains, J. M. May 12, 1908 
Supt. Water Wks., Lebanon, Ky. 


Ramsey, H. C. 2, 1916 
632 Montgomery Ave., Bryn Mawr, Pa. r 


RANDALL, W. H. 
Mg. Dtr. Neptune Meter Co., Ltd., 1197 King St., 
West, Toronto, Ont. 


Frep Morse June 16, 19200 
Chf. Engr. Water Bureau, City Hall, Portland, — Te. 
Ore. 


Rapp, W. M. 17, 1800 
Supt. Constr. Water Dept., P. O. Box 584, Atlanta, Ga. 


RayMonpD, GEorGE B. 
Supt. Water Dept., Danbury, Conn. 


= ¥ 
May 27,1896 
» 
: 
: 
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ag 
>) 
i 
June 8, 1909 
Bie 


ACTIVE MEMBERS 


ReapsHaw, G. A. 
Water Works Co., Sharon, Pa. 


RwaGan, Joun F., Jr. 
1137 Park Ave., Utica, N. Y. 


REDFERN, W. Buarne, B.A.Sc. 
A. James Co., Ltd., Cons. Engrs., 167 Mac- 
donell Ave., Toronto, Ont. 


Reep, D. A. 
Mgr. Water & Light Dept., Duluth, seuall 


Reep, W. F. 
Supt. Water Works, Kalamazoo, Mich. 


Ress, S. P., C.E. 
Sherbrook St., E. E., Pittsburgh, 
Supt. Water Wks., 
Reimer, ARTHUR A. 


REID, WALTER 
Springfield, Ill. 
Cons. Engr., 45 So. Maple Ave., East Orange, N. J. 
Reocu, ALBERT G. 
Asst. Hyd. Engr. Montclair Wtr. Co., 
St., Paterson, N. J 


GEORGE 
Supt. Water Wks., Nashville, Tenn. 


158 Ellison 


Rice, Currron L. 


Genl. Del., West Palm Beach, Fla. 
Rice, P. D. 
Spring Valley Water Co., 639 Bryant St., San Fran- 
cisco, Cal. 


Raynvus, CLARENCE PAULDING 
119 Lincoln Road, Maryville, Tenn. 


RicHarDs, ARTHUR 
County Surveyor’s Office, Columbus, Ohio ; 
RICHARDSON, CHARLES G. 
Sales Mer. Builders Iron Frdy., Providence, R.I. 


Ricuarpson, H. H. 
Chst., "1055 Ry. Exc. Bldg., St. Louis, Mo. 


Riper, JANE H. 
Detr. Ariz. State Lab., Tucson, Ariz. 


Riper, Josepx B. 
Cons. Engr., South Norwalk, Conn. 


RIDLEY, CLARENCE EUGENE 
City Engr. & Supt. Water Works, Port Arthur, Tex. 


Rineness, HENRY 
Supt. of Accts., Peoria Water Wks. Co. em N. 


St., Peoria, Ill. 


Nov. 3, 1919 
July 10, 1906 


Nov. 12, 1919 


Sept. 20, 1913 
June 7, 1916 
May 7, 1917 
Mch. 2, 1915 

May 12, 1908 


Dec. 26, 1919 


Apr. 16, 1884 
May 14, 1912 
July 7, 1920 


May 18, 1915 


Nov. 2, 1915 
July 7, 1920 
Aug. 15, 1920 
Aug. 18, 1920 
May 5, 1916 
Dec. 5, 1918 


Mch. 11, 1915 
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Ritcsiz, Epcar Gowar Sept. 16, 1912 
Engr. of Water Supply, Met. Bd. of Wks., Mel- 
bourne, Australia 
Roserts, Earu I. Nov. 11, 1918 
Asst. Engr. State Dept. of Hlth., Columbus, Ohio 
Roserts, Harry N. Jr., «Jan. 16, 1920 
Civ. & San. Engr., Box 9, Longview, Tex. a 


a" 


Roserts, JOHN S. JR., June 19, 1920 


Borough Engr., Bristol, Pa. 


Roserts, WILLIAM J. Oct. 19, 1914 
Engr. Inter-County River Improvement, 401 
Court House, Tacoma, Wash. 


Rosinson, Brice J. _ May 20, 1920 
Mgr. Mutual Water Co., Atascadero, Cal. 
Rosinson, Leonarp C. | ats July 18, 1907 
Supt. Water & Sewer Dept., Concord, Mass. a 
Rosinson, WILLIAM P. = June 8, 1897 
1700 East 3rd Ave., Denver, Colo. yest. 
RopMAN, GEORGE Epwarp Jan. 24, 1917 


Asst. Engr. Dept., W. S. G. & E., 2449 Municipal Bldg., 
New York, N. Y. 


Ro#RBACH, WILLIAM R. July 10, 1906 


Mgr. Sunbury Water Co., Sunbury, Pa. _<,° 


Romia, C. O. 
Secty. & Supt. Wtr. Sup. Co., Dennison, O. 


Roos, M. RAW oo May 18, 1913 
Supt. Cairo Water Co., Cairo, Il. = 

Roper, M. 10, 1919 
Eng. ? Secty. Bd. of Water Comnrs., East Orange, 


Oct. 23, 1917 


RosENTHAL, HELMAN June 3, 1918 
Supt. & Chf. Chmst. Water Purification Plant, 


allas, Tex. 


RosENSTRETER, HERMAN Mch. 12, 1908 
=) Engr. of Water Supplies, City Hall, Newark, N. J. an 


Ross, Cuarues H July 10, 1906 
Supt. Water Dept., Brockport, N. Y. ina ae 4 


Ross, R. A. May 15, 1914 
Cons. Engr., 2 Youville Square, Montreal, Can. 2% 


Rossiter, Epaar A., C.E. Oct. 14, 1918 


Room 1001, 127 N. Dearborn St., Chicago, III. ies 


Rovutu, JAMEs W. June 4, 1920 
ne Detr. Bur. Mepl. Research, 25 Main St. East, 


1 
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RovutLece, GEORGE GRAHAM 
Asst. Supt. Water Distb. Section, 332 St. Claire 
Ave., E. Toronto, Ont. 


Rusey, James R., C.E. ae 
City Engr., Box 411, Ely, Minn. aly 


RuppErRow, Maurice B. 
Mgr. Merchantville Water Co., Merchantville, N. J. 


Rvs, J. A. 
Water Engr. Cent. Ill. Pub. Service Co., 1217 Mar- 
shall Ave., Mattoon, Ill. 


ARTHUR V. 
Engr. Constn. & Supv. Wtr. Dept., City Hall, = 
Cleveland, O. 


RUSSELL, CARLTON A. ihe 
Chemist, City Water Co., 31 Mill St., New Castle, 
Pa. 


Norman F. S. > 
1421 Chestnut St., Philadelphia, Pa. 


Rost, C. H. 
Toronto El. Lt Co., 12 Adelaide St., Toronto, Ont. 


Ruttan, H. N. 
Cons. Engr., 802 Confederation Life Bldg., Win- 
nipeg, Manitoba. 


Ryan, WILLIAM G. 
San. Engr., 34 West St., Florence, Mass. 


B 
RYLE, JOHN 
Asst. Engr. Passaic Water Co., 158 Ellison St., 
Paterson, N. J. 


Sackett, Ropert L. 
Dean, School of Engrg., Pa. State College, State Col- 
lege, Pa. 


SALMOND, JAMEs J. 
a. Canadian Engineer, 62 Church St., Toronio, 
nt. 


SANDERSON, A. U. 
Supt. Toronto Filtn. Plant, Foot of John St., 
Toronto, Canada. 


Sanpo, J. 
Cons. Engr., 1013-16 Wells Bldg., Milwaukee, Wis. 


SanpqQuist, GUSTAV 
Foreman Filter Plant, 101 University Ave., 8. E., 
Minneapolis, Minn. 


Meh. 18, 1919 


Mch. 13, 1920 
June 23, 1914 


Apr. 7, 1916 
Aug. 18, 1920 
May 19, 1919 


Dec. 10, 1915 
June 24, 1903 


May 12, 1908 


Mar. 26, °1910 


Dec. 3, 1919 
Nov. 21, 1912 
July 18, 1907 
June 9, 1920 


June 27, 1905 


Apr. 19, 1919 


Sanps, CHARLEs G. May 9, 1916 
Supt. Gt. South Bay Water Co., Bay Shore, L. I. age 


SANZENBACHER, GEORGE 
Engr. & Supt. Dept. of Water, Newark, N. J. 


June 27, 1905 
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SarGENT, GuorGe H. Aug. 26, 1916 


Supt. Water Wks. & City Engr., La Grange, Ga. , 


SAUNDERS, FREDERICK WALTER THEODORE May 12, 1908 
Port Augusta, South Australia 
Saunpers, W. E., E.M. July 26, 1919 
Librarian, United Gas Improvement Co., Broad & 3 = _ 
: Arch Sts. , Philadelphia, Pa. 
Cates Mch. 18, 1916 
ces! Mer. & Chf. Engr. Wtr. Wks., Pilgara Building, 7 
Hartford, Conn. 
yi Assoe. Prof. Hyd. & San. Eng., Univ. of N. C., " 
Chapel Hill, N. C. 
Sawal, JUNICHI July 21, 1919 


Chf. Engr. Water Works, Osaka, Japan 
Sawin, LurHer R. 14, 1916 
- Bact. in Chge. of Mt. Kisco Lab., Mt. Kisco, N. Y.  : 


Sayer, Frep D. Apr. 22, 1914. 
Borough Engr. & Supt. of Water, Brookville, Jef- Ss 
Scartu, STANILAND 9, 1916 
Supt. Water, Sewer & Lt., Newark, N. Y. as 
Mavrice R.., May 14, 1914 
Asst. Chf. Engr. Morris Knowles, Inc., 1200 Jones i 
Bldg., Pittsburgh, Pa. 
Scuerer, Freperick G. Dec. 26, 1919 
r Asst. Engr. Bureau of Water, 783 S. 17th St., J 
Newark, N. J. 
C. W. Jan. 20,1915 
= Secy-Treas. & Genl. Mgr., Water & Light Com’n, / 


Waterloo, Ont. 


ABRAHAM Apr. 16, 1920 
- & San. Engr., c/o Clyde Potts, 30 Church ve 
‘St. New York, N. Y. 
= -Scuouz, Roser O. Feb. 19, 1916 
Asst. i. Dept. of Water, 45 Seymour Ave., New- _ bs 4g 
ark, N. J. 
Franx T. June 9, 1919 
Supt. Water Works, Columbia City, Ind. _ 
Scuwase, P. Nov. 3, 
Prest. & Mgr. The Thompsonville Water Co., 15 
a Central St., Thompsonville, Conn. 
Frepprick W. July 18, 1907 


439 Hamilton St., Albany, N. Y. 


Scuwartz, J. S. 
~—— Engr., 1015 E. Boulder, Colorado Spgs., 
ol. 


* 
= a 
Nov. 18, 1919 


ScHwinn, 
Genl. Mgr. City Wtr. Wks., Dubuque, Ia. 


ScoFIELp, C. I. 
Canadian Fire Und. Assn., 
Montreal, Can. 


524 Coristine Bldg., 


Scorr, WALTER M. 
Cons. Engr., 188 Montrose St., 
nipeg, Manitoba. 


River Heights, Win- 


SEABROOKE, THEO. R., 
Chemist, N. W. Brch. Mgr. J. B. Clow & Sons, 
445 McKnight Bldg., Minneapolis, Minn. 


Seery, Francis J. 
Prof, Hyd Eng., Cornell Univ., 504 University 
Ave., Ithaca, N. Y. 


SEIBERT, JOSEPH 
Supt. Water Wks., St. Cloud, Minn. 


Semans, Cart R. 
Mgr. Water, Lt. & Power Co., Washington, Ind. _ 


SAMUEL PALMER 
V.-Prest. & Engr. 
Bridgeport, Conn. 


Bridgeport Hydraulic Co., 
SHarp, Joun T., Jr. 
Supt. Elect. Lt. & Water Co., 


A. W. 
Supt. Water Wks., Brandon, Manitoba, Can. 


Canton, Miss. 


1509 Farwell Ave., Chicago, Ill. 


SHaw, WaLTerR A 
‘State Pub. Util., 


SHAawver, G. B. 
Supt. Water & Elect. Plant, Springfield, Tenn. 


SHEPARD, C. T. 
Supt. Dept. Pub. Serv., Walnut & Sixth Sts., Ni- 
agara Falls, N. Y. 


SHEPARD, JAMES A. 
Supt. Bisbee-Naco Water Co., Bisbee, Ariz. : 


SHEPHERD, A. B. 


2d V.-Prest. Woodlawn Water Co., Pittsburgh, Pa. 


SHeEprerp, F. W. 
Fire & Water Engineering, 1006 East 31st St. po 
Brooklyn, N. Y. 


SHERMAN, CHARLES W. 
Cons. Engr., 14 Beacon St., coal Mass. 


Ricwarp U. 
407 Mayro Bldg., Utica, N. Y. 


. 26, 1916 


. 22, 1920 


. 23, 1920 


Noy. 3, 1919 


Jan. 25, 1912 
June 8, 1904 


July 10, 1906 


Apr. 27, 1910 
Jan. 17, 1911 
July 10, 1996 
Oct. 21, 1919 


Oct. 7, 1919 


Apr. 5, 1918 
May 27, 1896 


Apr. 8, 1888 


May 14, 1914 


Mch. 12, 1910 


Apr 
Mech. 11, 1914 
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Cons. Engr., 30 The Olbiston, Utica, N. Y. i 


May 12, 1908 


June 7, 1897 


SHPRMAN, WaLTER J., C.E. 
The W. J. Sherman Co., Toledo, Ohio, 


SHERRERD, Morais R. 


Chf.’ Engr., Street & Water Commission, City Hall, 
ce Newark, N. J. 


Suruey, E. H. 
: Supt. Port Costa Wtr. Wks., 433 California St. 


San Francisco, Cal. 
Kennets Sept.1,1915 
C. & Hyd. Engr., 1218 Merchants Exch., San Fran- 7, ae 
cisco, Cal. 


James 
SS San. Engr., 3315 You St., Sacramento, Cal. 


SHIPMAN, EvuGene H. 


May 15, 


W.S. 
a 1201 Hartford Bldg., Chicago, IIl. 


Prest. Clear Springs Wtr. Co., 624 North Main 
St., Bethlehem, Pa. 


Gen Mgr. Water Wks., Waterloo, Ia. 


SHOWELL, Epwarp B., Jr. 
133—5th St., Carney’s Point, N. J. 


B. F. Haywoop 
Ry: Prest. Mt. Holly Wtr. Co., Mt. Holly, N. J. 


Mch. 21,1913 


Aug. 18, 1920 


Srwvons, S. V. Feb. 28, 1916 
Supt. Torresdale Filters, 1648 Dyre St., Philadel- ca 
phia, Pa. 


Stems, V. Bernarp May 11,1914 
Pr. Asst. Engr. City Water Dept., E. & C. Div., _ 

Wolfe and Oliver Sts., Baltimore, Md. roe 


Boris N., C.E., June 10,1911 


Srmonps, Frep W. 138, 1918 
c/o W. M. Piatt, Cons. Engr., Durham, N. C. 


Simons, Jr., W. July 2, 1920 
San, Engr., State Bd. of Hlth., Jackson- 
ville, Fla. 


M. C. Dec. 31,1915 
Asst. Engr. State Bd. of Health, State Capitol, — 
Springfield, Ill. 


SxKINKER, Tuomas J. May 7, 1920 
Supt. Chain of Rocks Flt. Plnt., St. Louis, Mo. 


July 20,1920, 
5,191 
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SmatsuHarF, A. J. 
Asst. San. Engr. U. S. Pb. Hith. Svce., Colum- 
bus, Ga. 


Smitu, ArtTHuR H. 
141 Beechwood Ave., Bound Brook, N. J. os 


Meg. N. J. Water Serv. Co., 3 Ellis St., Haddonfield, 


Smita, E 


Smitu, Epwarp E. 
2nd Supt. Filtn., Lima, O. 


SmitH, G. 
Cons. Engr., 313 Herald Bldg., Augusta, Ga. 


Smita, Ernest I. 
Engr. Underwriters Assn. of N. Y., 700 Gurney 
Bldg., Syracuse, N. Y. pid 
= 


Smita, GorDon Z. 
820 Main St., Bridgeport, Conn. 7 


Smits, J. WALDO 
Ch. a. Bd. * Water Supply, Municipal Bldg., 
New York, N. Y 


Smitu, Karu H. 
Supt. Elect. Lt. & Water Wks., Grafton, N. D. 


Suits, L. B. 
Mer. Westmoreland Water Co., Greensburg, Pa. 


Leon A. 
Supt. Water Works, City Hall, Madison, Wis. 


Smit, Merritt Havitanp 
Engr. Bureau of Water Supply, ciated 
Bldg., New York, N. Y. 


Smita, O. E. 


Cons. Engr., Concord, N. C. 


SmitH, T. 
Supt. Water Wks., Freeport, III. 


R. J. 
Mgr., Secy.-Treas., Perth Hydro-Electric System, 
Perth, Ont. 


Sumitu, W. Z. 
Genl. Mgr. Water Wks., 442 Luckie St., Atlanta, Ga. 


E. R. 
Secty.-Treas. Pub. Util. Comn., Box 55, Strath- 
roy, Ont. 


Smoot, L. D. 
Comr. Pub. W ks., Bd. of Bond Trustees, Water 
Works & Improvement Bonds, Jacksonville, Fla. 


Groras H. 
49 County St., Attleboro, Mass. ey 


Dec. 26, 1916 


May 8, 1918 


May 12, 1914 


Aug. 16, 1920 
June 16, 1920 


Feb. 11, 1919 


June 11, 1915 


June 15, 1898 


May 10, 1918 
July 21, 1915 
May 19, 1916 


July 15, 1915 


May 1, 1920 
Sept. 7, 1893 


June 10, 1911 


Apr. 27, 1910 


Apr. 3, 1919 


June 4, 1912 


July 10, 1906 


ACTIVE MEMBERS 
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$wyper, Freperic ANTES Mech. 13, 
oa Engr. Commonwealth Water Co., Summit, N. J. 
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SoLLeDER, ALBERT L., B.S. Mch. 16, 1920 
Engr. N. Y. Cont. Jewell Filt. Co., Box A, Nutley, 
N. J. 
Sopiin, Josepu W. Sept. 30, 1919 
Supt. Water & Ltg. Co., Princeton, Ind. : 
SosnowskI, JOHN B. May 29, 1920 
Vice-Pres. Bd. Wtr. Cmnrs., 1093 E. Grand Boule- a 
vard, Detroit, Mich. 
: 
Spatpina, R. Mch. 11, 1914 
Chem. Hackensack Water Co., New Milford, N. 
Spear, WALTER E., Jan. 8, 
c/o Ford, Bacon & Davis, Bank of Piraeus, Athens, —- 5 oe 
Greece 
SPELLER, FRANK NEWMAN June 10, 1920 
al er. ., 1802 Frick Bldg., Pitts- 
burgh, Pa. 
SPENCER, C. A. Oct. 10, 1919 


Supt. Mountain Wtr. Sply Co., 208 Couler Bldg., 
reensburg, Pa. 


O49 

Sperry, WALTER A. Dec.5,1914 
Chem. Filtn. Plant, Grand Rapids, Mich. “4 


H. C. July 2, 1918 
Prest. Jackson Wtr. Sup. Co., 17 Water St., Boston, a 
Mass. 
Spire, Leonarp 8S. July 5, 1918 


‘Chf. Pitometer Operator, Bureau of Water, 50 Lake 
View Ave., Buffalo, N. Y. 


Srainton, H. June 26, 1916 
Waterworks Insp., Western Canada Fire Under- 
writers Assn., Box 2973, Winnipeg, Man. 


A. C.,C.E. | Dec. 24, 1914 he 
Stanton, Epwin M. Sept. 30, 1919 — 


Chst. & Bact. in chge. of State Pub. Hlth. Labs., 
P. O. Box 607, Bismarck, N. D. 


Stark, Burr M., C.E. a Dec. 26, 1919 
Comnr. of Pub. W ks., Amsterdam, N. Y. Riedl 


Starr, Ronatp H., B.A.Sc., Jan. 16, 1920 
a Engr. Wtr. Lt. & Pwr. Wks., Box 694, Orillia, Ont. 

al STrearns, HarRINGTON P. Jan. 20,1914 
7 - c/o Queens County Water Co., Far Rockaway, N. Y. 
J. A., JR. Mch. 7, 1916 


* Mgr. City Water Wks., Vicksburg, Miss. 
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M F 
San. Engr., 6753 Lafayette Ave., Chicago, Ill. 


STEPHEN, CHARLES pal 
Supt. Engr., Macdonald College, P. Q., Canada. 2 
STEPHEN, D. R. 
Supt. Wtr. Lt. & Ht. Comn., Box 333, St. Marys, 
nt. 


STEPHENSON, FRANK H. 
Asst. Civil Engr., 
Mich. 


Water Works Park, Detroit, 


STevens, Frep O. 
Engr. & Supt. Water Works, E. Weymouth, Mass. 


Stevens, Haroxp C. 
Cons. Engr., 150 Nassau St., New York, N. Y. 


Stevens, Harry 
Cons. Engr. Union Tr. Bldg., Washington, D. C. 


STEVENSON, W. B. 


Cons. Engr., Moorehead, Minn. _ 


Stewart, FrepD J. 
Pr. Asst. Engr. c/o M. G. Hall, — oh Ta. 


Stewart, R. J. 
Town Engr., Renfrew, Ont. 


Strong, E. W. 
Pueblo Water Wks., P.O. Box 818, 
ol. 


Stone, R. D. 
Prest. & Mgr., 400 Chestnut St., Philadelphia, Pa. 


C.E. 
Room 409, Confederation Life Bldg., Toronto, Ont. 


Srorrs, JouHn W., C.E. 
Mbr. N. H. Pub. Serv. Comn., Concord, N. H. 7 
Story, STEPHEN Bonp 
Engr. Bur. Mun. Research, 25 Main St., East, | 
Rochester, N. Y. 


Stover, Freperick H. 
Crescent Hill Filters, Louisville, Ky. 


STREETER, H. W. 


Assoc. San. Engr. U. S. Pub. Hith Serv., East 3rd 
and Kilgour Sts., Cincinnati, Ohio. 


SrroMQUIST, W. G. 
U.S. Public Health Servi ice, Room 17 Court House, 
Memphis, Tenn. 


STrRoOTHMAN, L. E. 


Vice Prest. & Genl. Mgr., The Richardson-Phenix 
Co. 120 ™ servoir Ave., aukee, Wis. 


June 16, 1919 
Apr. 21, 1916 


Nov. 3, 1919 
May 24, 1920 


Oct. 7, 1919 
May 9, 1914 
May 12, 1916 
Feb. 23, 1920 
Apr. 12, 1920 
June 21, 1920 


Sept. 22, 1916 


Dec. 16, 1915 
Mch. 11, 1915 


Oct. 7, 1919 


Mch. 30, 1920 


June 3, 1912 


Apr. 16, 1915 


Nov. 3, 1914 


Apr. 14, 1910 
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Suxuivan, C. J. June 26, 1913 
Su t. Water Wks., 319—2d Avenue N., Chisholm, _ 
inn. 


SuRVEYER, ARTHUR Apr. 18, 1916 
Cons. Engr., 274 Beaver Hall Hill, Montreal, Can. Paint 


Sr. Asst. Engr., Cons. Comn., Albany, N 


SurHERLAND, IAN M., M.C.E. June 16, 1000 
“7 Engng. Drftsmn. M. M. B. W., 110 Spencer St., 


Melbourne, Australia. 


Asst. Treas. Tampa Water Works Co., 1007 So. . 
46th St., Philadelphia, Pa. an 


Sweet, E: O., C.E. ; May 19, 1916 
Birmingham Water Wks. Co., 11063 Virginia Ave., 
Birmingham, Ala. 


JOHN A. May 10, 1915 
Cons. Engr., Prof. Hyd. & San. Engrg., Univ. of | ; 
Tenn., Knoxville, Tenn. 


SyLvesTer, ELBert W. 2, 1916 
City Engr. & Supt. Pub. W ks., Municipal Bldg., Pough- 
keepsie, N. Y. 


Ch. Engr. Interstate Water Co., 1009 W. Fairfield 
St., Danville, Ill. 


Taser, Greorce A. June 3, 1913 
Cons. Engr., Park Row Bldg., New York, 


FRANK STONE 4, 1919 
Cons. Engr., Far Hills, N. J. 


N. Aug. 22, 1894 
Prof. Municipal & San. Engrg., Univ. of Ill., Ur- | 
bana, Il 


TaLpot, EARLE ‘= 1, 1920 
Secty., Treasr. & Genl. Asst. Supt., Hackensack ‘ae a 
Water Co., Box F, Weehawken, N. J. 7 


Symons, M. M. 8, 15 


FRANK June 7, 1904 
Supt., Secty., & Treas. Water Wks., Danville, Va. 


Tatton, P. June 30, 1920 
Supt. Water Works, Box 381, R2, Longbeach, Cal. > ae, 


Frep W., Pu.D. 3, 1914 
Bact. Dept., 361 Chem. Bldg., Univ. of Ill., Urbana, 7. 


Ill. 


Tanner, I. B. 
Supt. Water Serv. Dept., J. E. Nelson & Sons, 
8240 S. Michigan Ave., Chicago, “Til. 
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_ ACTIVE MEMBERS 


Tarr, CHARLES W. 


Divn. Eng., Morris Knowles, Inc., Engrs., 325—7th 
St., Elyria, Ohio 
Tarr, H. G. H. 


400 Chestnut St., Philadelphia, Pa. Baran’, 


Tay, SAMUEL WRIGHT 
San. Engr., Ttl. Bd. of Hith., Hawaii, 2413 Lower 
Manoa Road, Honolulu, T. H. 


Tartor, R. 
San. Chem., 115 Wyoming Ave., Scranton, Pa. | 


TayYLor, Joun T. 


Gnl. Mgr. Beaver Valley Water Co., Beaver 
Falls, Pa. 
Taytor, LAURENCE R. 


Detr. Scientific Dept., French Lick Spa Hotel Co., 


French Lick, Ind. 


TayYtor, SAMvuEL A. 
Cons. & Constr. Engr., 
Bldg., Pittsburgh, Pa. 


TayLor, STEPHEN H. 
Asst. Supt. Water Works, 312 Municipal Bldg., 
New Bedford, Mass. 


W. E. 
Ch. Engr. Water Co., Water St. & Big 4, Terre 
Haute, Ind. 


5th Floor, 2d Natl. Bk. 


TAYLOR 


Taytor, Water H., Jr. 
Dir. Pub. Wks., Municipal Bldg., Norfolk, Va. i 7 


City Hall, Montreal, 


TERRAULT, H. A., C.E. 
Eng. Supt. Water Works, 
Canada 


THAYER, FREDERICK C., 
Prest. Kennebec Water Dist., Waterville, Me. 7 


Tuomas, Rosert J. 
85—11th St., Lowell, Mass. 


Tuompson, ALVIN B. 
Asst. Supt. Kennebec Water Dist., Waterville, Me. 


THOMPSON, JOHN WILLIAM 
Contr. for Artesian Wells & Water Sup. Systems, 
Port Washington, N. Y 


TxHompson, W. H. 
Mgr. Water Works, Muncy, Pa. 


THORNELL, JosEPH B. 
Chem. Broadway Pumping Sta., Council Bluffs, 
Towa 


Nov. 12, 1919 


May 31, 1911 


July 14, 1920 


May 11, 1908 


Sept. 30, 1919 


Apr. 4, 1919 


June 10, 1902 


June 3, 1919 


July 18, 1903 


June 9, 1919 


Apr. 24, 1920 


May 12, 1908 


May 16, 1900 


July 20, 1919 


May 11, 1920 


June 9, 1919 


Oct. 16, 1916 
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>: 0/0 W & Tiernan, 349 Broadway, 
James L. 17,1889 
Cons. Engr., 189 High St., Holyoke, Mass. ed - 
James A. Apr. 19, 1889 
Mech. Engr. Hersey Mfg. Co., Boston, Mass. 
Tiwonorr, V. E. May 12, 
10 Shirokaia, St. Zarskoe Selo, near Petrograd, a 
Russia 
Exus S. 26, 1016 
Asst. Engr. San. Engrg. Div., State Dept. of Health, yas 7 
Charleston, W. Va. 
Topp, WILLIAM "June 18, 1901 


"Supt. Elect. Lt. & Water Wks., Austin, Minn. 


Totes, FRANK C. 
Civ. & San. Engr., 265 So. Columbus Ave., Mt. 
Vernon, N. Y. 


Toitman, Mayo Jan. 8, 1915 
Community Councils of N. Y., Room 2240 Munici- | 
pal Bldg., New York, N. Y. 


Toson, ALBERT Jan. 29,1916 
7% Supt. of Filters, Bur. of Water, Philadelphia, Pa. 


Tomurnson, Sam - July 14, 1887 
100 Robinson Rd., Singapore, 8. S. a 


Towntey, Davin H. May 26,1916 
— Engr., Elizabethtown Water Co., 139 Murray St., *) 
Elizabeth, N. J. 
TownsEnp, E. R. July 10, 1906 
Hyd. Engr., 209 W. Jackson Blvd., Chicago, Ill. ae 
TOWNSEND, TULLocH M. May 7, 1919 
Supt. Water Works, 105 University Place, Schenec- _ _ 
tady, N. Y. 
Toyns, J. W. May 12,1914 
Engineer, 448 Farmers Trust Bldg., South Bend, Ind. : et 
Trace, V. E. Aug. 1, 1920 7 


Supt. Wtr. Wks. Dept., Santa Barbara, Cal. 


257 S. 4th St iladelphia, Pa. rey ogy 


Travis, F. M. July 20,1917 
Prest., The Torrington Water Co., 77 Church St., a 
Torrington, Conn. 


, 
Chem., Filtn. Plant, McKeesport, Pa. 


~ 
Men. 24,1910 
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TREANOR, W. 
Comr. of Water Works, City Hall, Nashville, Tenn. 


TREMBLAY, JOSEPH 
Cons. Engr., 61 Cherrier, Montreal, Canada. 


TretHowan, H. C. 
Under Secty. for Water Supply, 56 James St., Perth, 
W. Australia. 


Trisvus, Louis Lincoun, C.E. 


15 Park Row, New York City. — ~ 


Trow, LINDEN C. 
Mayo Clinic, Rochester, Minn. 


Supervising Engr., 


Tuckey, Wo. R. T., B.E., A.M.I.C.E. 
Engr. & Mgr. Water Works Co., Tientsin, China. 
ARTHUR S. 
Asst. Ch. Engr. Bd. of Est. & Apport., Municipal 
Bldg., New York, N. Y. 


UnpERWOOD, A. L. 
Supt. Water & Sewers, 148 N. Pickering Ave., 
Whittier, Cal. 


VanBrunt, W. D. 
Prest. Water Works Co., Southampton, N. Y. : 


Van GILDER, L. 
Engr. & Supt. Water Dept., 
City, N. J. 


City Hall, Atlantic 


Van Loan, Setu M. 
Genl. Supt. Bureau of Water, 702 City Hall, Phila- 
delphia, Pa. 


vaN Trump, S. N. 
Chf. Engr. & Supt. Water Wks., Wilmington, Del. 


VeatcH, Francis M. 
San. Engr., c/o Hennington Eng. Co., 


Veatcu, N. T., Jr. 
Cons. Engr., 701-5 Mutual Bldg., Kansas City, Mo. 


Omaha, Neb. 


VERMEULE, C., C.E. 
38 Park Row, New York, N. Y. 
VERTEFEULLE, Josepu A. 
Asst. Engr. Dept. W. S. G. & E. of N. Y., 902 New 
York Ave., Brooklyn, N. Y. 


Vest, W. E. 
Supt. Water Wks., Charlotte, N. C. 


VoLKHARDT, WILLIAM 
«8&3 Prospect St., Stapleton, N. Y. 


Apr. 18, 1918 


June 21, 1920 


Oct. 6, 1915 


May 12, 1906 


June 10, 1912 


June 16, 1919 


July 10, 1916 


Oct. 4, 1919 


June 12, 1920 


July 10, 1906 


May 12, 1914 


Feb. 7, 1916 
Oct. 5, 1916 
Dec. 16, 1915 

June 8, 1909 


May 16, 1918 


May 3, 1911 


June 11, 1902 
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von GREYERZ, WALO, C.E. 
Capt. Royal Swedish Corps Engr., 
gatan, 29, Stockholm, Sweden. 


VROOMAN, MORRELL 
San. Engr., Gloversville, N. Y. 


Wapsworth, G. A. 
Supt. Water Dept., Evanston, Il. 


S. Pub. Health Service, Marine Hosp., Cincin- 
nati, O. 
Waener, E. G. 30, 1916 
Supt. Water Wks. City Hall, Lewiston, Idaho. a 


Waoner, H. F. 12,1914 
Chem. .. Bur. of Water, Lab., Col. F. G. Ward Sta. ” j 


Buffalo, N. Y. ye 
Waayer, Ricuarp F. 3, 1919 
a Asst. City Engr. & Supt. tn. Plant, Lynch- 
burg, Va. 
Wanpen, A. E. 12, 1908. 
Supt. & Ch. Engr., 100 W. Fayette St., ee 
Md. 
Waker, D. 18, 1907 
Cons. Engr., Hyd. & San. Engrg., 215 So. Ather- 7-8 
ton St., State College, Pa. 


Watker, Isaac Mch. 25, 
; Genl. Mer. New Chester Wtr. Co., 594 Drexel Bldg., 
Philadelphia, Pa. 


WALKER, WILLIAM JAMES Dec. 26, 1919 
Secty. Kingston Genl. Comn., Kingston, Jamaica, 


Epwarp E. June 7, 1904 
Water Comnr., 312 City Hall, St. Louis, Mo. ae) 


Watuace, Rospert B. Feb. 19, 1917 
Water Wks. Trustee, Council Bluffs, Ia. 


Watrapt, Artuur Jan. 12, 
140 Nassau St., New York, N. Y . = 

WaANLEss, GrorceE G. June 10, 919 
Comnr. Pub. Wks., Port Huron, Mich. a pe 


Warp, Cuartes June 21, 1920 
Cons. Engr., 243 Bleury St., Montreal, P. Q. . 


CHARLES Jan. 8, 1916 
Supt. Water Wks., Niagara Falls, Ome wae 


WaARDLE, ANDREW NELSON Sept. 8, 1916. 
Asst. Engr. Div. of San. Engrg., State Dept. of © 
Health, Charleston, W. Va. : 
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WaRDWELL, Everett C. July 17, 


Trustee Kennebec Water Dist., Waterville, Me. 


WarinG, F. HotMan Feb. 23, 1915 

Asst. Engr., Div. of San. Engrg., State Bd. of 

Health, Columbus, O 
WaRNER, DONALD T. Nov. 12, 1919 
Prest. Lakeville Water Co., Salisbury, Conn. wh 
>> 

WarREN, Cuar.es E. Apr. 29, 1912 
Trustee Kennebec Water Dist., Waterville, Maine 


WarrREN, W.D.P. Mch. 30, 1920 
Cons. Engr., Milliken Bldg., Decatur, Ill. 

Wartcuow, GEORGE P. Oct. 4, 1919 
Supt. Water Works, 815 Valley St., Minot, N. D. 

Watkins, THOMAS May 18, 1892 
Mech. Engr., Johnstown, Pa. 


WATTERS, GEORGE LAWRENCE 


Supt. Wtr. Sup. Co., Box 134, Vincennes, Ind. — 


Wesster, Davin Louts, M.E. 24, 1916 
Water Commr., 199 Brant Ave., Brantford, Ont. 


Wesster, Epwin RoLAND Jan. 11, 1916 
Cons. Engr., Webster Bldg., 327 So. La Salle St., 
Chicago, III. 


Weeman, Epwarp June 11, 1902 
Cons. Engr., 14 Morris Crescent, Yonkers, N. Y. 
Waar, H. June 18, 1901 


'Prest. Baltimore County Water & Elect. Co., eal 
timore, Md. 


WELKER, JoserpH E. 
112 Moran St., Oil City, Pa. eae 
Wetts, E. Kurtz, C.E. 


11 N. 5th St., Reading, Pa. 


Jan. 20, 1916 


Apr. 24, 1919 


May 5, 1913 
Cons. Engr., 40 Wall St., New York, N. Y. -_ 


WELLS, James P. Apr. 10, 1919 
Cons. Hyd. Engr., 249 Cutler Bldg., Rochester, N. Y. 
WE ts, Paut J. Apr. 22, 1920 
~~ —_ & Pub. Ppty., City Bldg., Sioux 
ity, I 


c/o O. B. Hark, 147 East Goepp St., Bethlehem, 
& Pa. 


H. T., C.E. July 7, 1920 
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WENZELL, H. C. ee: June 20, 1920 
Comnr. Public Works, Court House, St. Paul er i 
Minn. 


A 
Wast, F. 24, 1911 
Prest. Biddeford & Saco Water Co., Portland, Me. = 


West, GreorGcE M. a Mch. 17, 1916 
Supt., 168 First St., Lehighton, Pa. 


West, VERNON F. June 19, 1914 
Treasr. Rensselaer Water Co., Box 868, Portland, Me. 


West, WARREN G. Apr. 1, 1918 
—, & Secty., The Leadville Wtr. Co., Leadville, 
ol. 


WesTERVELT, H. I. _ May 11, 1920 
Asst. Engr. Montclair Wtr. Co., 158 Ellison St., — 
Paterson, N. J. 


RoBEeRT SPURR June 15, 1898 


Cons. San. Engr., 14 Beacon St., Boston, Mase. = ' 


WETTER, CLARENCE H. “= July 15, 1915 
Supt. Water Wks., Tiffin, Ohio © oo 


WHEELER. Masor Rosert C., C.E Oct. 23, 1914 
Barker & Wheeler, Engrs., 170 Broadway, New 


York, N. Y. 


WHEELER, WILLIAM July 10, 1906 
Cons. C. E., 14 Beacon St., Boston, Mass. s—it«™ 


WuHipp.LeE, GEORGE C. June 7, 1904 
Cons. Engr., Pierce Hall, Harvard Univ., Cam- 
bridge, Mass. 


Wuirts, GILBERT C., C.E. May 12, 1908 
WHITEHOUSE, ORVILLE M. Apr. 3, 1919 


Supt. Filtn. Garner Print Wks. , Wappingers Falls, — nia 
| 


Wuittock, Aucustus N. May 27, 1912 
204 Raritan Ave., New Brunswick, N. J. ‘ 


Wurman, Ezra B. Apr. 9, 1910 
Civ. & San. Engr., 189 W. Lanvale St., Baltimore, Md. 


Wuirsit, LAWRENCE C. May 7, 1917 
City Engr., 110 California Ave., Highland Park, 


Mich. 


sf 


WHITTAKER, H. A. June 24, 1913 
Dir. Div. of Sanitn., State Bd. of Health, Minne- 


apolis, Minn. 
Wickuam, JAMEs T. Apr. 4, 1914 
Mount Folly, Wexford, Ireland 
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May 12, 1915 


Wiaeut, H.C. 
Genl. Supt., Div. of Water, Dayton, O. Be ie 
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Wiatey, Cuester G., C.E. Apr. 27, 1910 
c/o Clyde Potts, 30 Church St., New York, N. Y. 
Wiicox, Frank L. Apr. 28, 1914 
Cons. Engr., Chemical Bldg., St. Louis, Mo. 1 i 
upt. Central Water s., Ensley, Ala. = 
p 
Wigs, C. W. May 17, 1899 
Mer. Water Wks., Delaware, Ohio. 4 
WILHELM, E. G. Feb. 15, 1917 
Secty.-Treas. Williamsport Water Co., Williams- 
port, Pa. 
WILHELM, GEORGE Meh. 25, 1913 


Ch. Engr. East Bay Water Co., Oakland, Cal. 


Witt, CHarzes K. Feb. 19, 1916 
Supt. Water Wks., 118 S. Queen St., Lancaster, Pa. 


Ernest C., C.E. Oct. 10, 1914 
Nortonia Hotel, Portland, Ore. 


WiLueETT, J. F. 
Supt. City Water Dept., Billings, Mont. 


WILLeTT, WILLIAM M. 
Genl. Mgr. Murphysboro Wtr. Wks., Elect. & tie 
Lt. Co., Aurora, Ill 


Apr. 28, 1915 


Sept. 21, 1918 


GARDNER S. July 10,1906 
Cons. Engr., Cornwell Bldg., Ann Arbor, Mich. 
Howarp L. Aug. 28, 1894 
Supt. Water Wks., Ludington, Mich. 
Wixuson, Jay June 7, 1916 
Supt. Water Wks., Greenwich, Conn. ni oe 
WILsoNn, JOHN . Dec. 22, 1919 
300 First Nat’l Bank, Duluth, Minn. 7” 
Winson, James B., Apr. 23, 1915 


Chief Engr. & Supt., Louisville Water Co., Louis- 


ville, Ky. 
Wison, Jesse H., C.E Feb. 8, 1918 
City Engineer, Idaho Falls, Idaho 


Witson, Norman McLeop Ramsay Dec. 26, 1919 
Chf. Engr. Water Comnrs., Brantford, Ont. 


June 21, 1920 


Witson, M. 
Comnr. Water Works, Jackson, Tenn. 
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Witson, WILLIAM Dee 16, 1919 
Civ. & Cons. Engr., Elks Bldg., Youngstown, O. | 


or 
WINGFIELD, NISBET Dec. 9, 1910 
Cons. Engr., Augusta, Ga. 


Winstow, C.-F. A. 30, 1915 
Yale Medical School. New Haven, Conn. ts | 1 oe 


Winstow, W. H. June 8, 1909 
V.-Prest. Superior Water, Lt. & Power Co., Superior, 
Wis. 
Wousert, H. E. 26, 1916 
Supt. Pa Y. Inter-Urban Water Co., Mt. Vernon, | 
N. 


WoLMAN, ABEL Mech. 11, 1918 
San. Engr., 16 West Saratoga St., Baltimore, Md. 
Woop, Epwarp R., JR. Apr. 3, 1916 
Prest. & Treasr. Tampa Water Works Co., 401 
Chestnut St., Philadelphia, Pa. i 


Woop, WALTER June 7, 1904 
rest. Millville Water Co., 400 Chestnut St., Phila- 


delphia, Pa. 
Woops, Haruanp CLarK 14, 1919 


Prof. Civ. Eng. Roberts College, Constantinople. 
Turkey. 


Woopwarp, F. R. June 10, 1920 


Owner Water Works, Hill, N. H. iite 
Wootrotk, Henry E. May 22, 1912 


Supt. Water Wks., Danville, Ky. ane | 


WooLLey, JAMES June 21, 1920 > 

Meter Laboratory Chf., 185—4th St., Newark, N. J. 7 

Worre.., Carr. M. L. June 24,1903 4 
c/o Utilities, Camp Dix, Wrightstown, N. J. . are 


WortTuHEN, Jesse M., M.D. June 9, 1909 a 


326 Grant St., San Jose, Cal. 
Oxford, Mass. 


Wycxorr, Rapetye, ©. E.. Apr. 2, 1918 
Cons. Engr. 150 Nassau St., New York, N. Y. ? 


Wyrnne-Roserts, R. O. Apr. 15, 1910 
40 Jarvis St., Toronto, Ont. 7 7 


Wyse, F.C. May 24,1911 
City Engr., Columbia, S. C. 


Youne, C. C. 
State Dept. of Lansing, Mich. 
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Youne, CHARLES mn May 20, 1920 
Supt. Water Works, P. O. Box 176, So. San Fran- _ 
cisco, Cal. 


Youna, WILLIAM R. June 8, 1904 
Registrar Water Wks., City Hall, Minneapolis, 
inn 


ZeuHR, VRATISLAV ApoLpH, M.E., C.E. Apr. 1, 1918 


Cons. Engr., Box 119, Pekin, Ill. 


Pura CoMPANY 


701 Douglas Ave., East Las Vegas, N. M. 
AKRON City WATER WorRKS 
102 E. Mill St., Akron, Ohio 


~ 
AMERICAN WATER WORKS AND ELEcTRIC ComPANY, 


H. Hobart Porter, Prest., 50 Broad St., New 
York, N. Y. _ 


ALEXANDRIA WATER Co. 
Alexandria, Va. 


Auburn, N. Y. 


Baton Rovuce Water Works Company 


Baton Rouge, La. Px 
wt: 


AUBURN WATER DEPARTMENT 


Bet Air WaTER & Licut Co. 
Bel Air, Harford Co., Md. 


Benicia WATER Co. 
J. A. Wilcox, Cf. Engr., 603 Wells Fargo Bldg., 
San Francisco, Cal. 


BIRMINGHAM WaTER CoMPANY 
Derby, Conn. 5s 


BoarpD OF FIRE AND WATER CoMMISSIONERS yeas 
City Hall, Kansas City, Mo. eos 


BoarD oF Pusiic Works 
Water Dept., Court House, Boonville, Mo. 


Boarp oF WATER CoMMISSIONERS 
Glens Falls, N. Y. 


Boarp oF WATER CoMMISSIONERS 
City Hall, Sheboygan, Mich. 


BoarpD OF WATER COMMISSIONERS 
J. R. McCollum, Chmnrs, Welland, Ont. 


BRANTFORD WATER COMMISSIONERS 
Brantford, Ont. 


BUREAU OF SANITARY ENGINEERING 
State Bd. of Health, 532 W. Main St., Louisville, Ky. 


BurREAU OF WATER WORKS AND SUPPLY 
645 S. Olive St., Los Angeles, Calif. 


May 24, 1904 
Apr. 30, 1913 
Apr. 3, 1909 


June 24, 1915 


Mch. 8, 1911 
Apr. 13, 1914 
Oct. 4, 1917 


May 29, 1920 


May 26, 1909 
Feb. 8, 1915 


June 24, 1915 
Oct. 24, 1918 
June 21, 1920 
May 7, 1920 
May 15, 1914 


Feb. 5, 1915 


Apr. 18, 1910 
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CANTON WATER WoRKS 
City Hall, Canton, LIl. 


Crpar Raprips WaTER COMMISSIONERS 
Cedar Rapids, Iowa 


Crrizens WaTER Suppiy Co. 
Elmhurst, Long Island, N. Y. 


City WaTeR DEPARTMENT 
J. J. Breister, Supt., Fond du — Wis. 


City or AMSTERDAM 
Dept. Pub. Wks., Amsterdam, N. Y. 


City or FREDERICKSBURG, 

L. J. Houston, Jr., City Mgr., Fredericksburg, Va. 
 Crry Water anp Liant Company 
Sault Ste. Marie, Ont. 


CoLumsia WATER AND LigHT CoMPANY 
Columbia, Tenn. 


COMMISSIONER OF PuBLIC PROPERTY 


Newport, Ky. 


ComMISSIONERS OF Works 
Charleston, 8. C. 


701 French St., Erie, Pa. 


8619 Fir St., Los Angeles, Cal. 


CornING WATER WORKS 
Corning, N.Y. 


Davenport, Iowa. 


Horace E. Flack, Executive, City Hall, Bal- 
timore, Md. 
D. E. Dampman, Supt., City Hall, Reading, Pa. 


DEPARTMENT OF PUBLIC PROPERTY 
H. M. Oldefest, Comnr., Moline, III. 


DeparTMENT oF PusLic SERVICE 
Grand Rapids, Mich. 


DeparTMENT oF Pus.ic UTILITIES 
a Room 302, City Hall, Portland, Ore. 


CORPORATE MEMBERS 
Oct. 14, 1914 


June 23, 1913 
30, 1911 
May 22, 1919 
a July 10, 1912 
eb, 17, 1919 
17, 1909 


Apr. 30, 1918 
June 4, 1912 
May 23, 1912 
Commissioners oF Water Works City or Erte May 1911 
CoMMITTEE ON WATER WORKS June 17, 1920 


Wm. R. Young, Registrar, Minneapolis, Minn. 
CoNSERVATIVE WATER Co. ieee 3, 1919 


aie Apr. 9, 1913 
Davenport Water Co. July 7, 1919 


Dept. LEGISLATIVE REFERENCE June 16, 1919 


DEPARTMENT OF PARKS AND PuBLIC PROPERTY Mch. 20, 1916 
Jan. 29, 1916 


Feb. 4, 1913 
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Dover WaTER COMMISSIONERS 22, 1918 
Jos. V. Baker, Clerk, Dover, Morris Co., N. J. i 


City WATER WorKs May 13, 1919 
J.W. McEvoy, Supt., Dubuque, Ia. 


Eacies Mere Water Company ir Apr. 10, 1914 
Eagles Mere, Pa. 


East Bay WATER CoMPANY . June 24, 1915 
Oakland, Cal. * 


East ORANGE BoarpD oF WATER COMMISSIONERS 
East Orange, N. J. 


Eastern Urtinities Co. Aug. 22, 1919 

WATER Boarp 11, 1915 
Elmira, N. Y 

EvANSVILLE WATER WoRKS May 7, 1909 


Evansville, Ind. 


Excetsion Sprincs Water, Gas AND ELEcTRIC Co. Apr. 5, 1912 
Excelsior Springs, Mo. 


Feperat Licut anp Traction Co. 8, 1920 


60 Broadway, New York, N. Y. ~~? 
GRAND MERE WATER Boarp June 21, 1920 


Grand Mere, P. Q. 


GREATER WINNIPEG WATER DISTRICT Nov. 11, 
W. M. Scott, Chm., Winnipeg, Man. 


GREEN Bay WaTER Co. Nov. 3, 
Green Bay, Wis. > ¥ 


HopkKINSVILLE WATER CoMPANY Apr. 23, 1915 
Hopkinsville, Ky. ra 
Hort Sprines WaTER Co. 
Hot Springs, Ark. 


KITCHENER WATER COMMISSION, THE 
Kitchener, Canada val 


Lake Raitway, aND WATER Works Co. 
Lake Charles, La. 


Crry Water & Dept. 
City Hall, Lincoln, Neb. 


Loran WaTER Works 
Lorain, Ohio 


LOUISVILLE WaTER Co. 
435 S. Third St., Louisville, Ky. Pace: 
Mawonina VALLEY WATER Company, THE <6 


Jas. J. McNally, Secty. & Treas., Youngs- 
town, Ohio 
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Feb. 17, 1920 
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July 14, 1916 Phas 
=" Apr.9,1909 
a uly 26,1916 


CORPORATE MEMBERS 


Water DIstTrRIctT 
Manhasset, N. Y. 


Marion Water Company, THE 
George Whysall, Supt., Marion, Ohio 

MempuHis ARTESIAN WATER DEPARTMENT 
Memphis, Tenn. 

METROPOLITAN BoaRD WATER SuPPLY AND SEWAGE 
Sidney, Australia 

METROPOLITAN WaTER DistTRICT 
Omaha, Neb 


Micuiaan State Boarp or HEALTH 
Lansing, Mich. 


MILLVILLE WaTER CoMPANY 
Millville, N. J. 


MosiLze City CoMMISSIONERS 
Mobile, Ala. 


Mount CaRMEL WaTER Co. 
Mount Carmel, Pa. 


New ALBANY WaTER Works 
New Albany, Ind. 


Owxrco Works 


Owego, N. Y. 
PENNICHUCK WATER WORKS 
144 Main St., Nashua, N. H. ee - =a 


UTILITIES COMMISSION 
Waterworks Dept., 253 Hunter St., Peterborough, 
Ont., Can. 


Pine BLurr Company, THE 
Minor Q. Woodward, Treasr., Pine Bluff, Ark. 


Preston Licut & WaTER Co. 
S. A. Ord, Secty.-Treasr., Preston, Ont. 


Pustic ServicE DEPARTMENT 


575 Broadway, Glendale, Cal. a 


Pusiic ComMMISsION 
Waterworks Dept., Galt, Ont. > 
Pusuic Commission od 


London, Canada 


Reno Power, Licgut anpD WATER CoMPaNy 
Reno, Nev. 


Saginaw Water Dept. 
Saginaw, Mich. 


Satt Lake City Water DEPARTMENT 
H. K. Burton, Supt., Salt Lake City, Utah 


Feb. 11, 1918 


Mech. 3, 1917 
Apr. 28, 1909 
Aug. 31, 1909 
Apr. 28, 1912 
July 13, 1917 
Jan. 11, 1916 
Nov. 11, 1911 
May 7, 1904 
Feb. 10, 1910 
Apr. 16, 1914 
Oct. 30, 1914 


May 2, 1911 


May 18, 1904 
May 31,1919 


Dee. 24, 1914 


be Sept. 20, 1913 


Apr. 9, 1909 
Feb. 4, 1913 
Apr. 12, 1904 


Feb. 17, 1920 


1 
’ 
— 
it 
we 
| 
7 


San Jos&# Water Company 
; San José, Cal. 


115 Wyoming Ave., Scranton, Pa. 


Sea BREEZE AND VICINITY WATER COMMISSION 
Treasr., R. F. D. 5, Roches- 
ter, N.. ¥. 


Water Works Company, THE 
Main St., Sidney, N 


Souts BEND WATER DEPARTMENT 
James N. Luther, Supt., South Bend, Ind. 


Sours Easton Water Co. 
102 S. 3d St., Easton, Pa. 


SouTHERN ILLINOIS LIGHT AND PowErR Co. 
902-10 Central Natl. Bnk. Bldg., St. Louis, Mo. 
St. THomas WaTER CoMMISSIONERS 
St. Thomas, Ont. 


5 = 


Feb. 23, 1920 > 7 


wi 
Feb. 9,1917 


Feb. 5, 1915 


5, 1915 


Mch. 26, 1920 ; Aes 


Apr. 11, 1909 


Stockton WaTER Co., THE Jan. 11, 1918 
315 Market St., Camden, N. J. 


SUPERINTENDENT WATER DIVISION 


Room 303, City Hall, Spokane, Wash. 7 


SuBuRBAN WATER Co. or ALLEGHENY Co. 


Verona, Pa. if 
SuFFERN WATER COMMISSIONERS June 10, 1911 


Suffern, N. Y. 


SwEETWATER WaTER Corp. 
National City, Calif. 
Taxpayers WATER WORKS 
Creston, lowa 


TempLe WaTeR WorKsS 
Temple, Texas 


oF, 
TRENTON WaTER WorRKS 
A Trenton, N. J. 


Untrep LAND AND WaTER CoMPANY 
: Deming, N. Mex. 


UrBAN WATER Suppty Co. 
60 Wall St., New York, N. 


VILLAGE OF WINNETKA 
Winnetka, IIl. 


Water Co. 
Francis W. Collins, Cons. Engr., 50 Church St., 
New York, N. Y 


me 10, 1909 


? 


Apr. 24, 1909 ~ 


May 10, 1919 
Apr. 12, 1910 


May 8, 1909 | 


May 25,1918 
Oct. 20, 1912 
June 21, 1920 ok 


Dee. 3, 1909 at 
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Waco WaTEeR Works 
City Hall, Waco, Texas 


WatTeER DEPARTMENT OF BorouGu HALEDON 


Edward L. Langford, Supt., Haledon, N. J. 


WatTeR Works ComMISSION 
City Hall, Ann Arbor, Mich. 


WatTeR Works DEPARTMENT 


Anaconda Copper Mining Co., Anaconda, Mont. 


Works DEPARTMENT 


John C. Michie, C.E., Supt., Durham, N. C. —— 


WATERTOWN WaTER WoRKS 
Watertown, N. Y. 


WESTERN RESERVE WATER Co. 
250 Fifth Ave., New York, N. Y. 
WeEsTERN NEw YorRK WATER Company 
704 Elect. Bldg., Buffalo, N.Y. 


Waite Derr Mountain WATER CoMPANY 
1148. Front St., Milton, Pa. 


Waite Piarns DEPARTMENT OF PUBLIC Works. 
Wm. H. Lyon, Comr. in charge of Water 
Wks., White Plains, N. Y. 


WILLIAMSPORT WATER Co. 


330 Pine St., Williamsport, Pa. 


Younastown City WATER DEPARTMENT 
H. F. Kaercher, Supt., Youngstown, O. 


Apr. 16, 1910 
Dec. 26, 1919 
Apr. 14, 1919 
June 4, 1910 
June 21, 1920 
June 8, 1909 
June 9, 1920 
Apr. 15, 1913 
May 5, 1914 


July 31, 1916 


Apr. 15, 1907 


June 10, 1919 


100 CORPORATE MEMBERS 
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ASSOCIATE MEMBERS 
ADDRESSOGRAPH CoMPANY 
901 W. Van Buren St., Chicago, III. 


AtBercer Pump AND CONDENSER COMPANY) 
140 Cedar St., New York, N. Y. : 


ALLIS-CHALMERS MANUFACTURING COMPANY 
Milwaukee, Wis. 


AMERICAN IRON COMPANY 
Birmingham, Ala. 


AMERICAN CITY 
154 Nassau St., New York, N. Y. 


AMERICAN FOUNDRY AND MANUFACTURING COMPANY 
10th, 11th, Hebertt & Wright Sts., St. Louis, Mo. 


AMERICAN MANGANESE BRONZE COMPANY 
Holmesburg, Philadelphia, Pa. 


AMERICAN PIPE AND CONSTRUCTION CoMPANY 
112 N. Broad St., Philadelphia, Pa. 


AMBRICAN STBEL AND WIRE COMPANY 
208 S. LaSalle St., Chicago, Ill 


ARNOLD, HorFMAN AND Company, INc. 
61 Broadway, New York, N. Y. 


AusTIN MACHINERY CORPORATION 
606 Railway Exc. Bldg., Chicago, IIl. 


BapGER MANUFACTURING COMPANY 
841-7 Thirtieth St., Milwaukee, Wis. 


Brrcw Pump VALVE Co. 
1521-1523 Sedgwick St., Chicago, ail 
Buanton, G. J. 


4 

Chain Belt Co., Milwaukee, Wis. rs 

BourBON CoppER AND Brass Works Goo 
618 E. Front St., Cincinnati, Ohio 


BuckEYE TRACTION DitTcHER Co. 


. C. Royce, Sales & Adv. Mgr., cma Ohio 


BurraLo Meter Company 
2917 Main St., Buffalo, N. Y. 


BuiLpERs’ [Ron FouNnDRY 


Aug. 4, 1909 


Apr. 15, 1913 
June 24, 1905 
July 18, 1907 
May 25, 1918 
May 12, 1908 

May 9, 1916 

May 1, 1909 
June 24, 1903 
Nov. 21, 1913 
June 14, 1920 
June 8, 1904 
May 11, 1916 
Apr. 10, 1920 
Apr. 17, 1884 
May 26, 1920 
June 27, 1905 


June 18, 1901 
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ASSOCIATE MEMBERS 


May 3, 1919 


CampEN Iron Works 
C. D. Mathews, Mgr., Camden, N. J. 


CANADIAN ENGINEER, THE May 31, 1916 
Church and Court Sts., Toronto, Ont., Can. me 

CENTRAL Founpry Company, THE June 24, 1903 

90 West St., New York, N. Y. ae 


CHAPMAN VALVE MANUFACTURING COMPANY - Apr. 16, 1884 

Indian Orchard, Mass. bf 

CxicaGco BrIpGE AND IRON CoMPANY June 15, 1898 

37 W. Van Buren St., Chicago, III. a 
Ciark Company, H. W. 12, 1908 

115 S. 17th St., Mattoon, III. ~ | 
ANp Sons, J. B. Apr. 27, 1885 

Harrison and Franklin Sts., Chicago, III. ion 
CoLpWELL-WiLcox CoMPANy Apr. 17, 1914 

Newburgh, N. Y. 

CoLorapo FUEL AND IRoN CoMPANY June 7, 1897 

Chattanooga, Tenn. 
Cook, A. D. ' Dec. 17, 1914 

Mnfr. Deep Well Pumps and Strainers, Lawrence- 

burg, Ind. 

CovusrouGH, ANTHONY CATHCART June 21, 1920 


- ) Genl. Mgr. for India, Mather & Platt, Ltd., 

ndia 


DaRLING VALVE AND MANUFACTURING Company, THB aaa May 12, 1908 


DEAN, PETER Jan. 16, 1920 
a Cutler-Hammer Mfg. Co., 50 Church St., New 
York, N. Y. 
DeLavat SteaAM TURBINE Co. Nov. 23, 1917 
H. L. Watson, Sales Mgr., Trenton, N. J. cath 
Dixon Cruciste Company, JOSEPH May 8, 1915 


DoNALpDson Iron Co. Nov. 23, 1917 
i 2 
Emaus, Lehigh Co., Pa. 


Dravo-Doytz Co. May 12, 1914 
J. D. Berg, Vice Prest. Diamond Bank Bldg., a 
Pittsburgh, Pa. 


DressER MANUFACTURING ComPANY, S. R. June 7, 1904 


Mfr. Pipe Couplings and Sleeves, Bradford, Pa. 


all 
ay 
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pu Pont pE Nemours & Co., E. I. May 12, 1908 

P. 8. Tilden, Detr. of Sales, 5148 duPont Bldg. dat Ps 

Wilmington, Del. 

East Jersby Pipe Company, THE 10, 1906 

50 Church St., New York, N. Y. — 


Eppy Vatve MANUFACTURING CoMPANY = June 26, 1886 
Waterford, N. Y. 


Ex INGENIERO CONTRATISTA Sune 6, 1919 
C. L. Marsh, Mgr., 161 Water St., New York, N. Y. 


Evectro Gas CoMPANY Apr. 2, 1913 
18 East 41st St., New York, N. Y. 


ENGINEERING News-ReEecorpD May 31, 1918 
10th Ave. at 36th St., New York, N. Y. 


ENGINEERING AND CONTRACTING May 18, 1918 
608 S. Dearborn St., Chicago, III. 


FarRNAN Brass Works CoMPANy, THE May 18, 1892 
1104 Center St., Cleveland, Ohio 


Fevix, SAMUEL P. June 9, 1920 
Dist. Mgr. Dravo-Doyle Co., 1532 Commercial 
Trust Bldg., Philadelphia, Pa. 


Fire & WATER ENGINEERING June 28, 1919 


318 West 39th St., New York, N. Y. 


FLOWER VALVE MANUFACTURING CoMPANY : June 7, 1909 
Detroit, Mich. 


Forp Meter Box Company May 12, 1908 
Wabash, Ind. 7x 


Fox anp Company, Jopn June 8, 1909 
253 Broadway, New York City, N. Y. : 


Foxsoro Co., Inc., THE June 6, 1919 
Foxboro, Mass. 


Gamon Meter Company 19, 1920 
Newark, N. J. 


GaRLOCK PacKING COMPANY May 12, 1908 
Palmyra, N. Y. 


GENERAL CHEMICAL COMPANY nid June 11, 1902 
112 W. Adams St., Chicago, III. 


GILLESPIE, T. A. ; ; June 7, 1904 
Prest. T. A. Gillespie Co., 50 Church St., New York, 
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ASSOCIATE 


GLAMORGAN Pipe AND Founpry Company, THR 
Lynchburg, Va. 


GuavuBerR Brass MANUFACTURING COMPANY 
4917 Superior Ave., Cleveland, Ohio 


Gounp, Norman J. 
>. 7 Prest. The Goulds Mfg. Co., Seneca Falls, N. Y. 


Ii GREEN, GopFREY B. 


514 Fulton St., Troy, N. Y. & = 
ay 


HANKIN, FRANCIS AND Co., Ltp. 
201 Coristine Bldg., Montreal, Canada 


Hauck Mra. Co. 
101-118—11th St., Brooklyn, N. Y. 


MANUFACTURING COMPANY 
Erie, Pa. 


Hersey MANUFACTURING COMPANY 
South Boston, Mass. 


(lag 


New York, N. Y. 


Hitt Pomp Vatve Co., THE 
= Belmont & Knox Aves., Chicago, Ill. 


Hooker ELECTROCHEMICAL Co. 
G. F. Reale, 25 Pine St., 


INTERNATIONAL FILTER CoMPANY 4, 
38 S. Dearborn St., Chicago, III. 


Irvine Iron Works Co. 
3rd and Creek Sts., Long Island City,N. Y. 
St. Bernard Sta., Cincinnati, Ohio 
Jenxins Bros., Lp. 
1s W. F. Trimble, Mng. Detr., 103 Remi St., Mon- 


treal, Canada 


KALBFLEISCH 


31 Union Square, W., New York, N. Y 
K®BLLOGG AND Company, E. H. 


243 South St., New York, N. Y 


KENNEDY VALVE MANUFACTURING CoMPANY, THE 
ae M. E. Kennedy, Treas., Elmira, N. Y. 
AND STEEL WoRKS 

2951-3641 Santa F e Ave., Los Angeles, Cal. 


4 


May 31,1914 | 


July 10,1906 


July 14, 1920 


Genl. Mgr., General Supply Co. of Canada, Ltd. 
356 Sparks St., Ottawa, Canada 
 Guruey, W. & L. E. ‘Apr. 16, 1919 


June 19, 1920 


Apr. 30, 1919 


Mch. 15, 1882 


July 14, 1887 


Sept. 17, 1919 


July 7, 1920 
Nov. 30, 1915 
Apr. 22, 1919 

June 8, 1909 


May 20, 1920 


June 8, 1909 
July 14, 1887 
Mar. 24, 1911 


Jan. 20, 1920 


i 
se 
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LARNER, CHESTER W. 
Prest. Larner-Johnson Valve & Enrg. Co., 1044 Wide- — a ae 


LAYNE AND BowLerR COMPANY 5, 1916 = 


Memphis, Tenn. 
Leap Linep Iron Pipe Company, THE 15, 1898 

10,1910 


Leapite Company, INCORPORATED, THE 
LBENNIG AND CoMpANyY, INCORPORATED, CHARLES May 30, 


7 Land Title Bldg., Philadelphia, Pa. 
112 S. Front St., Philadelphia, Pa. 


Link-BeE tT Co. May 24, 
910 S. Michigan Ave., Chicago, Ill. 


Lintuicum, E. E. May 17, 
V.-Prest. Natl. Cast Iron Pipe Co., ae 
= Ala. a 


Lock Joint Pipe CoMPANY Oct. 6, 
Box 21, Ampere, N. J. - 


Locxwoop, H. 8. 16, 1917 
i Sales Agt., Sulphate Dept. Amer. Steel & Wire Co., 


30 Church St., New York, N. Y. 


Luptow Vatve Manvracturine Company, THE Mch. 15, 1882 


‘Troy, ¥. 


LyNcHBURG FouNnDRY CoMPANY June 6, 1916 


McGowan Company, Joun H., THE May 26, 1913 
910 Fourth Natl. Bank Bidg., Cincinnati, Ohio Se 


MacLean, Huau C., Lop. June 2, 1920 
Pblr. Trade & Tech. Jls., 347 Adelaide St. W., 7 i 
Toronto, Ont. Tes 


Gs 


304 N. 27th St., Camden, N.'J. 
MaTuigson ALKALI Works, INc., Mch 16, 1920 
25 West 43rd St., New York, N. Y. 
Mopern [Ron WorKS June 27,1905 


MANUFACTURING H. 
Decatur, IIl. 


Mch. 15,1882 


MULTIPLEX MANUFACTURING CoMPANY May 7, 1914 | 


Berwick, Pa. 


June 19,1920 


MovnIcIPAL AND County ENGINEERING 7 
a S. C. Hadden, Genl. Mgr., 538 So. Clark St., 
Chicago, III. 


Ae. AMERICAN WATER WORKS ASSOCIATION . 
q 
9 
1920 
19160 
915 
3 
= y 


ASSOCIATE MEMBERS 


Meh. 15, 1882 


NaTIonaAL Mater CoMpaNny 
299 Broadway, New York, N. Y. 


July 10, 1906 


NATIONAL WaTER MAIN CLEANING CoMPANY 
50 Church St., New York, N. Y. 


Netson & Sons, E. 


Sept. 7, 1919 
Contractors, 3240 S. Michigan Ave., Chicago, Ill. | 


t., New York, N. Y. dot 
Neprune Meter Co., Lrp. ane Apr. 2, 1920 
1195-7 King St. West. Toronto, Ont. as 


New York CoNnTINENTAL JEWELL FILTRATION Company Apr. 18, 1891 
P. O. Box A., Nutley, N. J.  ¢ 


Norwoop ENGINEERING COMPANY | 7 May 26, 1919 


Paciric Tank Company June 10, 1911 


Singer Bldg., New York, N. Y. > : 
ae: 


PENNSYLVANIA MANUFACTURING Company, THE June 24, 1908 
Widener Bldg., Philadelphia, Pa. a4 
Permotit Co., THE Mch. 11, 1914 


440 Fourth Ave., New York, N. Y. 


P1ITOMETER CoMPANY, THE July 10, 1906 

25 Elm St., New York, N. Y. ; 
4 

PitrspurG Fitter & COMPANY June 27, 1905 
Farmers Bk. Bldg., Pittsburgh, Pa. -- 

Meter Company June 15, 1898 
East Pittsburgh, Pa. 7 


PirtspurGH TESTING LABORATORY May 8, 1915 
P. O. Box 1115, Pittsburgh, Pa. 
PittsBuRGH-Des Moines STEEL ComMPANy Apr. 17, 1914 

Pittsburgh, Pa. 
PorTLAND CEMENT ASSOCIATION 


Oct. 23, 1917 
111 W. Washington St., Chicago, 


Pratt & Capy Company, INc. Apr. 6, 1907 
Lock Box 66, Stn. A, Hartford, Conn. 

Pusiic Works May 25, 1918 
243 West 39th St., New York, N. Y. 

R. U. V. Company, Tue June 6, 1917 
7 Burritt Ave., South Norwalk, Conn. 

THE ReFINITE Co., Jan. 5, 1920 
Softeners, llth & Harney Sts., Omaha, 

e 
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Rensserapr Vatve Company May 12, 1890 
Troy, N. Y 
Cuarues V. Mch. 23, 1910 


Prest. Roberts Filter Mfg. Co., Darby, Philadel- 


phia, Pa. 
Ross VaLvE MANUFACTURING Company, INc. > 18,1891 
Oakwood Avenue, Troy, N. Y. 


T. Vatve anp Hyprant Company Apr. 5, 1912 
50 Church St., New York, N. Y. +e : 

Sanrrary Company or Ammrica, THE June 3, 1912 


SANITATION CORPORATION Apr. 27, 1915 
12th & Monmouth St., Jersey City, N. J. ee A 


May 31,1919 
Knoxville, Tenn. 


4. 


May 14,1914 


7,1897 


May 12,1908 


SimpLex VALVE AND METER CoMPANY 
: 5722 Race St., Philadelphia, Pa. 


Smita MANUFACTURING Company, A. P., THE 
bie East Orange, N. J. 


SPANDARD ASPHALT AND REFINING Co. 
208 S. La Salle St., Chicago, Il. 


STEWARTS AND LLoypDs Nov. 29,1917 
Publication Department, 41 Oswald St., Glasgow, : 
Scotland 
SuLuivaN MAcHINERY Co. Mch. 31, 1915 
122 8. Michigan Ave., Chicago, III. 


Tarzor Company, W. P. Mech. 15, 1882 


218 Ellicott Sq., Buffalo, N. Y. 
Tomson Murer Company Apr. 15, 1891 
100 Bridge St., Brooklyn, N. Y. 


Union Water Meter Company a Mch. 15, 1882 
33 Hermon St., Worcester, Mass. 
Unirep Brass Manuracturine Company May 25, 1914 
Lpap Company May 12, 1908 
al 111 Broadway, New York, N.Y. 
Unitep States Cast Iron Pipzr anp FounpRY CoMPANY June 11, 1892 
1421 Chestnut St., Philadelphia, Pa. 
States RusBer Co. Apr. 24, 1918 
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WALLACE AND TIERNAN CoMPANY 
349 Broadway, New York, N. Y. 


WaRREN FouNnpDRY AND MacHINE CoMPANY 
11 Broadway, New York, N. Y. 


Water Works EquipMeENT CoMPANY 
Rms. 1950-51, 50 Church St., New York, N. Y. © 


WEBER SUBTERRANEAN Pump Co. 
50 East 42nd St., New York, N. Y. a VI 


Wo rr, S. 
Dist. Mgr., DeLaval Steam Turb. Co., 933 Peoples 
Gas Bldg., Chicago, III. 


Woop anp Company, R. D. 
400 Chestnut St., Philadelphia, Pa. 


WorRTHINGTON Pump AND MACHINERY CORPORATION 
115 Broadway, New York, N. Y. 


Wrcxorr Son Company, A. 
Elmira, N. Y 


Apr. 23, 1915 
Mch. 4, 1911 
July 10, 1906 
May 5, 1920 


Oct. 11, 1915 


Apr. 16, 1884 


June 18, 1901 
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ACTIVE 


- (Decker, A.C. Monrcomery......Hazlehurst, G. H. 
| Sweet, E. O. TUSCALOOBA....... Abbott, C. E. 


CORPORATE 


. Mobile City Commission 
ASSOCIATE 


American Cast Iron Pipe Co. 
Linthicum, E. E., Natl. Cast Iron Pipe Co. _ 


BrraMInGHAM { 


ARIZONA: Active 4; Total 4 
mvs 


ARKANSAS: Active 2; Corporate 2; Total 4 


ACTIVE 
Bair, M. Z. 


CORPORATE 


Hor Sprines. Hot Springs Water Co. 


CALIFORNIA: Active 44; Corporate 7; Associate 1; Total 52 


ACTIVE 
ATASCADERO......... Robinson, B. J. Lawton, R. W. Pe 
Goudes, RF. Los ANGELES... R. M. 
Hilscher, R. MARYSBVILLE............ Belcher, R. ol 
ee ee de, G. Gilman re E 
Klaus, F. J. OAKLAND........... { Wilhelm. G. 
,G. 
FAIRFIELD........... Goosen, H. Pactrsc Gnovn....... Olmsted, C. 
Fasano Jackson, C. B. 
{ Allin. . 
HANFORD.............. Isaacs, F. N. | Morris, 8. B. 
LONGBEACH........... Tallon, E. P. (Gillespie, C.G. 
Cates, R. H. SAcRAMENTO.. { Jenks, H. N. nn 
Los ANGELES. { Finkle, F.C. | Shields, J. R. 
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GEOGRAPHICAL DISTRIBUTION OF MEMBERS 
; ALABAMA: Active 7; Corporate 1; Associate 2; Total 10 - > a 


AMERICAN WATER WORKS ASSOCIATION 


Barry, J. P. , Shibley, E. H. 


Ellis, N.R. Billwiller, E. 
Worthen, J. M. 


C. H. 
Mohrhardt E. F. 
O’Shaughhessy, 

M. M 


Pracy, G. W. 
| Rice, P. D. 


CORPORATE 


GLENDALE.... Public Service Department 

‘ Bureau of Water Works 
Los ANGELES. ; and Supply 

| Conservative Water Co. 
Citry.Sweetwater Water Corp. 
OAKLAND. East Bay Water Co. 
San FRANCISCO Benicia Water Co. 
San Jost 


ASSOCIATE 


Keystone Iron & Steel 
Works 
- 


COLORADO: Active 11; Associate 1; Total 1200 


ACTIVE 


Robinson, W. P. 
{ Bierbauer, G. W. Fr. Couuins..........Bennett, A. N. 
Catchpole, C. T. 
DENVER { Lowther, B. 


ASSOCIATE 
Denv_er....Colorado Fuel & Iron Co. 


CONNECTICUT: Active 18; Corporate 1; Associate 2; Total 21 
ACTIVE 


New Haven.... { Minor, E. E. 
| Winslow, C. 
Raymond, G.B. Warner, D. T. 
J. So. Norwa.k............ Rider, J. B. 
Berr SovuTHINGTON McKenzie, S. 


H. 
THOMPSONVILLE..... “Schwabe, 


Seville. Cc. M. TORRINGTON Travis, 
CORPORATE 
Birmingham Water Co. 


ASSOCIATE 
Pratt & Cady Co. 
BR. U. Veo. 
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a 
Souru San Francisco. ....Young, C. 
A R 
DANBURY......... 
GREENWICH....... 
2 
HARTFORD........ 
a 


rt = DELAWARE: Active 3; Associate 1; Total 4 
ACTIVE 
| Hoopes A. J. 


Hoopes, E. M. 
van Trump, S.N. 


ASSOCIATE 
WILMINGTON. .duPont de Nemours & Co., I. E. 


DISTRICT OF COLUMBIA: Active 10; Total 10 


ACTIVE 
Chase, C. P. 
Doten, L. S. 


Wasninaton Fissher. W.A- WASHINGTON I.W. 
> aub, J. Pincus, § 
| Hardy, E. D. | Stevens, H. 


mona: Active 9; Total 9 


DayTona.............Main, G. A. 
Murphy, L. E. 
Parker, H. N. 

Smoot, L. D. 


GEORGIA: Active 14; Total 14 
ACTIVE 


Clayton, R. M. Wingfield, N. 
BRUNSWICK 
CoLUMBUS.. Smalshaf, A. J. 
Norcross, P. H. Fr. ScREVENS . ..Hazelhurst, J. G. 
4 Rapp, W. M. GAINESVILLE 
ese = W. Z. La GRANGE Sargent, G. H 


ACTIVE 


Markhus, O. G. F. 
IDAHO FALLS........... Wilson. J. H. 


LEWISTON............. Wagner, E.G. 
ILLINOIS: Active 92; Corporate 4; Associate 20; Total 116 


ACTIVE 


{ BEARDSTOWN Aldrich, A. C. 
Parker, C. T. Buus Isuanp.......Hammond, R. B. 
Barclay, W. E. 

Bauereisen, R. J. Castle, G. J. 
Willett, W. N. D Amsbary, F. C. 
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MiaMI................Hyman, H. H. 
TaMPA............MeFarland,C.R. 
West Patm 
6 
* 
AURORA..... 


{ Alvord, J. W. 


Village of Winnetka 


ASSOCIATE 


( Addressograph Co. 
Amer. Steel & Wire Co. 
Austin Machinery Corporation 
Birch Pump Valve Co. 

ow Chicago Bridge & Iron Co. 

Clow & Sons, J. B. 

Engineering & Contracting 

General Chemical Co. 


East Str. Lovuls....... Horner, Cc. M. 


| Bascom, G. R. : Brower, I C. 
Bemis, E. W. EVANSTON....... | Wadsworth, G. A. 
Burdick, C. B. Burns, T. W. 
Day idson, G. Smith, O. 1 
DeBerard, W. W. O’Rourke, J. 
Ellis, G. R. KANKAKBE C. H. 
Engel, P. N. LAGRANGE........... Howson, L. R. 
Fager, E. P. MacDonald, E. 
French, D. K. Clark, H. W. 
Gerber, Web. MaTTOON James, 
| Goldsmith, C. Rue, J. A. 
| Greeley. S. A. Mr. CaRMBL............- Barnard, P. 
Green, P. E. MURPHYSBORO......... Farrar, H. L. 
ancock, k. j Lautz. W. E. 
Hansen, P. Sire \ Zehr, V. A. 
ennings, C. A. | Harman, J. A. 
Jordon, E. 0. PEORIA............. Morgan, H. B. 
Keeler, H. E. Ringness, H. 
ucas, H. L. tzel, G. C. 
McClenahan, W. Rock Istanp........ { Murrin, J. A. 
Maury, D. H. RockFrorD...........Connors, T. H. 
Maxwell, D. H. SHELBYVILLE.......... Chester, C. E. 
Mory, A. V. H. C. G. 
Pardee, H. J. Cowles, M. W. 
Pearse, L. SPRINGFIELD...... , Ferguson, H. F. 
| Rossiter, E. A. Reid, W. 
Shaw, W. A. | Sjoblom, M. C. 
| Shields, W. S. STREATER........... Huggans, R. D. 
Stein, M. F. TAYLORVILLE ........ Dappert, J.W. 
Tanner, I. B.  f Babbitt, H. E. 
Townsend, E.R. Enger, M. L. 
| Webster, E. R. pee Fleming, V. R. 
Ely, H. M. URBANA...... Habermeyer, G. C, 
M. M. Parr, S. W. 
Pownall, W. A Talbot, ALN. 
W.D.P. Tanner, F. W. 
Hawley, G. W. WAUERGAN Allen, W. J 
CORPORATE 
CANTON. Canton Water Works. 
ErrinGcHam...Eastern Illinois UtilitiesCo. 
Mourne........Dept. of Public Property. 
WINNETKA.......... 


1 
CHICAGO...... 
4 
q 
q 
=) 
= DANVILLE..... 
DECATUR...... 
7 


Hill Pump Valve Co. 
| International Filter Co. 
CHICAGO.. Nelson & Sons, J. E. oi 
| Portland Cement Association 
Standard Asphalt and Refining Co. 

Sullivan Mchy. Co. 

Wolff, S., De Laval Steam Turbine Co. 
QUINCY......................-Modern Iron Works 


INDIANA: Active 24; Corporate 3; Associate 2; Total 29 


ACTIVE 
Cirty.. . Sehults,F.T. LaPomrz............. Harding, J. H. 
Licx.......... Taylor, L.R. PRINCETON............ Soplin, J. W. 
een Harding, V. A. uther, J. } 
Sours BEnD......... Toyne, J. W 
| Diggs, J c Gwinn, D. R. 
| Garman, H. O. TERRE HAUTE...... \ Laylor, W. 
Hurd, C.H. Brown, 5 
Jeup, B. J.T. VALPARAISO.......... frend E.L. 
| Jordan, F. C. VINCENNES............ Watts, H. T. 
an, H. E. WABASH. We 
| Kirk, C. L. WASHINGTON.......... Semans, C. R. 
CORPORATE 
EVANSVILLE..... Evansville Water Works 
New AvBany..New Albany Water Works 


Soutu Benp....South Bend Water Dept. 


| ASSOCIATE 
Cook, A. D. 
Ford Meter Box Co. 


IOWA: Active 47; Corporate 4; Total 51 


ACTIVE 


Bo { Ehrhart, C. L. Denman, C. 8S. te 
\ Lindblom, A. Evinger, M. I. 
BURLINGTON ....... Lawlor, F. D. H. Higgins, L 
Holbrook, R. H. Morngs.... Kastberg, K. C. 
EDAR - Mortensen, F. C. Kirkpatrick, E. T. 
C | Alexander, R. C. Luce, A. T. 
CLEAR LAKB......... Conklin, H. M. Mafiitt, D. L. 
Coppock, W. Pray, J. W. 
Jensen, J.C. Fr. Mapison.... 
ensen all, G. W. 
Councin Maloney, E. 
| Thornell, J. B. Iowa Ciry..... Dunlap, J. H. 
aie | Wallace, R. B. Hinman, Jack J., Jr. 
DAVENPORT.. ..Henderson, C. R. | Hostetler, W. A. 
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Gray. P. Gray, W. C. 
Mason Ciry.......... Keerle, H. O. SrouxCiry......... Lewis, J. M. 
ew MUSCATINE.................Molis, W. - | Wells, P. J. 
OsKALOooSA........... Hawkins, H.C. Shoemaker, C. F. 
{ Carlin, P. WEBSTER City........ Currie, C. H. 
CORPORATE 
Cepar Rapips.......... Cedar Rapids Water Commissioners 
DAVENPORT. . .. Davenport Water Co. 
KANSAS: Active 5; Total 5 
ACTIVE 
ATCHISON............ Chisham, J. M. LAWRENCB............ Quigley, L. A. 
Pratt, C. WELLINGTON.......... Mavity, J. W. 


Kansas CIty...... Mangun, L. B. 


KENTUCKY: Active 13; Corporate 4; Total 17 


ACTIVE 
Patton, W. S.  (Kreiger,A.A. 
ATLETTSBURG........ Patton, : ovejoy, W. H. 
DANVILLE........... Woolfolk, H. E. LovIsVILLE. .... McGonigale, W. J. 
Rains, J. M. Stover, F. H. 
LEXINGTON....... ....Cramer, W. S. Wilson, J.B. 
WINCHESTER......... Attersall, C. F. 


{ Bure au San Eng. St. Bd. of Hlth. 


LOUISVILLE. ...... \ Louisville Water Co. 
Commissioners of Public Property 


LOUISIANA: Active 8; Corporate 2; Total 10 
ACTIVE 


LAKE CHARLES........ Landry, J. A. T. 
_MOonroe......... ‘Kirkpatrick, W. New ORLEANS... Fowler, E. A. 


CORPORATE 


Baton RovuGE Baton Rouge Water Works Co. 
Lake Cuar.gs...Lake Charles Railway, Light and Water Works Co. 


- 
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MAINE: Active 17; Total 17 


ACTIVE 


f Brown, W. I. 
\ Powell, A. C. 


BIDDEFORD........... 


BRUNSWICK 
{ Hammond, F. E. 


FAtRFIELD Nye, W. W. 


“Graham, J. W. 
Newhall, W. G. 


PORTLAND 


{ West, G. F. 
f Boutelle, G. K. 
Thayer, 
WATERVILLE. Thompson, A. B. 
Wardwell, E. C. 
Warren, C. E. 


| Payson, E. R. 


MARYLAND: Active 21; Corporate 2; Total 25 ae ’ 


ACTIVE 
rmstrong, J. W. Walden, A.E. 
Baylis, J. R. BALTIMORE : Wehr, A. H. 
Clemmitt, R. L. Whitman, E. B. 
| Gregory, J. H. | Wolman, A, 
Hechmer, C. A. Camp MEADE Potteiger, C. R. 
IcRae, H. C. eard, A. 
Morse, R. B. HAGERSTOWN. ..... J.B. 
Powell, S. T. ell, H.R. 
| Quick, A. M. 


CORPORATE 


BALTIMORE Dept. Legislative Reference 
Bev Air Bel Air Water & Light Co. © 


_ MASSACHUSETTS: Active 48; Associate 6; Total 54 


ACTIVE 


East WrEYMOUTH 
f Barbour. F. A. FLORENCE 
Barrows, H. K. FRAMINGHAM..........- 
Burnham, H. A. GREENFIELD.......... Merrill, 
Chase, E. 8S. HAVERHILL Crowell, 
Clark, H. W. 
Fisher, G. E. 
Foss, W. E. 
{ French, E. V. 
Killam, S. E. Newsom. R. 
Metcalf, L. "Chase, R. D. 
Miller, H. A. New Beprorp { R. C. P. 
Sherman, C. W. 
Spiller, H. C. ‘Wright. 4B. 
Tilden, J. A. J 3 Emerson, F. 
Weston, R. &. I Bancroft, L. M. 
| Wheeler, W. Abbott. C. H. 
Kingman, H. Hasbrook, J. E. a 
Lochridge, E. E. 


Good, T. W. WALTHAM... .. Armstrong, R. W 
CAMBRIDGE Whipple, G. C. WELLESLEY... Hersey, F.C.. Jr. 
ConcorpD Robinson, L.C. West 
DANVERS Newhall, H. Mears, B. 
DorcHESTER WorcesTER........ Batchelder, G. W. 


= 
| 
2 
BALTIMORE. 
ATTLEBORO........ 
fag = 
BROCKTON. . 
BROOKLINE. 
J 


Hoad, W. C. 


ANN ARBOR........ Holland. R. K. 


Burke, E. P. 
Clancy, L. d: 
Collins, E. H. 

Dow, A. 


Fenkel, G. H. 
Hubbell, C. W. 


Leisen, T. A 

Osgood, M. 


Sosnowski, J. B. 


Reed, D. A. 


ASSOCIATE 


FLORENCE.................Norwood Engineering Co. 
INDIAN ORCHARD............ Chapman Valve Mfg. Co. 
SOUTH BOSTON... Hersey Mfg. Co. 
WAKEFIELD...........Lead Lined Iron Pipe Co., The, 


7 ACTIVE 
| Has, Granp Rapips.........Sperry, W. A. 


{| Williams, G. S. 


Stephenson, F. H. 


ESCANABA........ W. J. 
Baldwin, F. N. 
| Buzzell, 'R. S. 


FOWLERVILLE........ Pearson, W. M. 


wa 
PORA 


Michigan State Board of Health 
Bd. of Water Comnrs. 
ASSOCIATE 
Flower-Valve Mfg. Co. 


MINNESOTA: Active Corporate 48 


Sullivan ©. J. 
CROOKSTON..........-..- Peterson, L. 


MICHIGAN: Active 39; Corporate 5; Associate 1; Total 45 i. oe 


vee 


2 


Iron MOounrvAIN......... Croll, E. A. 
JACKSON...........+..England, R. G. 
KALAMAZOO J Miller, C. L. 
ALAMALOO. Reed, W. F. 
LANSING. .. { E. 
LUDDINGTON......... Williams, H. L. 
MARQUETTE.........- Johnston, W. J. 
G. W. 
Mr. Keils, A 
Powrrac f Lenhardt, L. ¢ 
Port HvRon ....... | Wanless, G. G. 
BAGIGAW Eymer, H. H. 
WYANDOTTB............ Hatch, D. M. 


Ws AY 


Feraus 

Connor, T. J. 
GIEBERT. P. 
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{ Birdsall, L. I. MovuntTaAIN IRON........... Gill, F. J. 
prownell J Holmes, M. G. 
Calkins, W. N. 
Cappelen, F.W. | Blomquist, H. F. 
Colehour, R. A. Childs, J. A. 
Crounse, A. | Crowley, C. M. 
Jensen, J. A. Druar, J. F. 
Johnson, E. W. Feist, M. 
Jones, W. N. 3 Hunt, 8S. J. 
Mellen, A. F. Kelsey, J. W. 
Newell, C. W. ae McConville, H. A. 
Seabrooke, McDonald, J. H. 
Sandquist, G. Matson, F. W. 
Whittaker, H.A. | Wenzell, H. C. 

| Young, W. R. VIRGINIA Harding, C. T. 
W.B. Winona Chadwick, E. E. 


CORPORATE 
MINNEAPOLIsS....Committee on Water Works 


MISSISSIPPI: Active 5; Total 5 
ACTIVE 
Sharp, J.T. Mbripran.............Worrell, M. L. 
Jones, B. ViIcKsSBURG Steele, J. A., Jr. 
Mentz, H. A. 


MISSOURI: Active 39; Corporate 4; Associate 1; Honorary 1; Total 45 ai 


ACTIVE 


Freiling, H. J. SprRInGFIELD 
INDEPENDENCE B. A. 
Black, G. G. 
L. B. Chivvis, L. 
( Anderson, J. F. : Coult, F. H. 
Archer, E. T. oe Cutts, F. T. 
Bardwell, R.C. Daily, C. M. 
Benham, W. L. oe Day, L. A. 
Black, E. B. Fuller, W. A. 
Burns, C. S. Graf, A. V. 
Foreman, C. S. Hawken, F. S. 
) Fritze, L. A. Henby. W. H. 
Gilkison, G. F. Jutz, C. E. 
McDonnell, R. Montfort, W. F. 
Haskins, C. A. I Phillips, C. F. 
Mullergren, A. L. Phillips, H. 
Nighswonger, H. W. | Richardson, H. H. 
| Veatch, N. T. | Skinker, T. J. 
Wall, E. E. 
| Wilcox, F. L. 


CORPORATE 


BooNVILLE bite Board of Public Works Water Dept 
Excesior Sprinos..Excelsior Springs Water Gas and Electric Co. 
Kansas City Board of Fire and Water Commissioners. 
St. Louis Southern Illinois Light & Power Co. 
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ASSOCIATE 
Sr. Louis.....American Foundry & Manufacturing Co. 
HONORARY 
Sr. Louis.....Holman, M. L. 


MONTANA: Active 7; Corporate 1; Total 8 


ACTIVE 


obleigh, W. M. City Pruett, G. C. 
Carroll, E. 


CORPORATE 
ANACONDA Water Works Dept., Anaconda Copper Mining Co. 


NEBRASKA: Active 7; Corporate 2; Associate 1, Total 10 Talat ka 


ACTIVE 

Letton, H. P. . M. 
Jensen, M. A. 7 
| Veatch, F. M. 
CORPORATE 


..Lincoln Water and Lighting Dept. 
etropolitan Water District. 


ASSOCIATE 


NEVADA: Active 1; Corporate 1; Total 2 
ACTIVE 
Campbell, G. A. 


CORPORATE 
Reno....Reno Power, Light & Water Co. 
NEW HAMPSHIRE: Active 4; Corporate 1; Total 5 aaa 
ACTIVE 
Storrs, J. W. Woodward, F. R. 
Holden, C. A. Mendell, J. H. 
CORPORATE 
NasuHva....Pennichuck Water Works 


NEW JERSEY: Active 88; Corporate 6; Associate 9; Total 103 


ACTIVE 


Mickle, F. L. { Breitzke, C. F. 
Van Gilder, L, BOONTON.......--- 1 Phillips, J. M. 
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Downes, J. R. Baldwin, H. B. 
ae Bounp Broox....... { Smith. A. H. Judson, J. W. 
BRIDGETON.......... Fredrick, W. D. Rosentretter, H. 
Sanzenbacher, G. 
Buzby, J. S. 
BURLINGTON.... ... Conard, W. R. Scholz R.0. 
Probasco, 8. R. Sherrerd, M. R. 
Fithian, F. S. Woolley, J. 
Jones, W. C. N { Pratt, G. H. 

Long, J. H. \ Solleder, A. L. 

Point.. Showell, E. B., Jr. Oak Bank, W. G. 

CoLLINGswoop....... Borden, M. Passalc.......... Cc. 

Halpin, T. F. Abbott, 
East ORANGE........ Reimer, A. A. Cook, J. H. 
; | Roper, R. M. Cuddeback, A. W. 
( Booth, L. M. PATERSON....... Edwards, W. R. 
Radcliffe, J. L. Reoch, A. G. 

‘ELEN KIDGE........... rooks, PHILLIPSBURG............ Corr, A. S. 

_ HApDONFIELD........... Smith, E. H. Case, R. E 

_Harrison...........Matte, H. P. T. PLAINFIELD.......... W 

7 HOSOEMW...........- Anderson, R.M. PLEASANTVILLE........... Herr, J. O. 

JAMESBURG......... Foersterling, H. PRINCETON.......... Eldridge, H. D. 
a ( Corbin, C. K. See { Carr, J. A. 
| Henry, E. W. uck, W. H. 
| LaTourrette, F. RosELLE PARK......... Crane, A. M 

) ohen, B. S. PRING LAKE...... esselievre, 

MERCHANTVILLE....Rudderow, M. B. R Kimball, F.C. 
eee Hering, R. Snyder, F. A. 
Bishop, W. TRENTON............. Daggett, F. W. 
MorRISTOWN........... Pitney, F.V. Upper Monrcuarr....Goodell, J. M. 
B. F. H. French, D 

Yonnolly, F. A. Miller, 
A. J. WEEHAWEEN...... Parker, C. B. 
) Morris, C. H. Talbott, E. 

{ Whitlock, A. N. Woopsripag..............Mundy,A. 

EW WricHTSTOWN....... Graham, G. A. 
CORPORATE 

= i Stockton Water Co.,The 

: East ORANGE...East Orange Board of Water Commissioners. 
EE re Wtr. Dept. Borough of Haledon. 


ASSOCIATE 


Lock Joint Pipe Co. 
Camden Iron Works 
B. Main 
East ORANGBS......... A. P. Smith Mfg. Co. 
anitation Corporation 
a 


JERSEY CITY.. { 
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Gamon Meter Co. 


N. Y. Cont. Jewell Filt. Co. 
TRENTON....... DeLaval Steam Turbine Co. 


_ NEW MEXICO: Active 1; Corporate 
ACTIVE 


CIMARRON 


2; Total 3 


Alpers, F. H. 


CORPORATE 
Deminec ....United Land & Water Co. 


East Las VEaas.. 


Active 214; Corporate 18; Associate 47; 


...Aqua Pura Co. 
Total 279 


ACTIVE 


{ Greenalch, W. 
Horton, T. 


) Schwartz, F. W. 


R, 
{ Dwyer, C. 


BROCKPORT 
Aeryns, A. N. 
| Hale, F. E. 


| Hendrick, W. M. 


{ Lott, E. H. 
| Metcalf, 
Shepperd, W. 


4 Huy, H. F. 
| Spire, L. 8. 


CAMBRIDGE 
CANADAIGUA 
CARTHAGE 
CEDARHURST 
CoRNING 
CoRTLAND 


DOUGLASTON.......... Brooks, 


.. Babcock, G. H. 
Budelman, G. A. 


Bettes, C. R. 


Far Rockaway..... { Dunas S. N. 


Stearns, H. P. 
rr, A. 
GLOVERSVILLE Orr, 
HERKIMER 
HorsSEHEADS 


Hupson { 


{ Chamot, E. 
; Georgia, F. R. 
Seery, F. J. 


-Carmichael, I. J. 
.Sands, C. G. 
Johnson, P. 


Vertefeuille J.A. 
Andrews, G.C. 
| Bassett, G. B. 


| Wagner, H. F. 

Norton, E. B. 

Douglas, R. E. 
MeWilliams, C. W. | 


\ Vrooman, M. 


JAMESTOWN Hapgood, L. P. 
JOHNSON CiTy........./ Allen, L. P. 
KINGSTON...........- Harrison, J. H. 
Lone BracH# Carstein, L. W. F. 
Lona IsLanp City...Bleistein, B. J. 
Donaldson, W. 
Hoag, P. L. 
Howeli, F. B. 
Spear, W. E. 
Sawin, L. R. 
( Havill, H. T. 
Tolles, F.C. 
| Wolbert, H. E. 
{ Applebaum, S. B. 
1 Kemble, F. T. 


Andrews, R. E. 


Bachman, F. 


New RocHELLeE.. 


| Baker, M. N. 

Baldwin, H. deF. 

| Barnes, T. H. 

Beaubien, J. A. 
Beyer, A. H. “4 

| Biggs, G. W. a 

Blanchard, R. K. 

Blossom, F. a 

Bowe, T. F. 

| Bowles, J. T. B. | 

Brightman, H. I. 

| Brown, R. H. 

’ Brush, W. W. 

Bull, C. H. 

Bull, I. C. 

Buttenheim, H. S. 

Calvo, A. R. 

Cleverdon, W.S. L. 

Cole, E. S. 

Corbin, H. K. 

Coulter, W. S. 

| Culyer, T. C. 

Cummins, T. C. 

Decrow, D. A. 

Dennett, R. C. 

| Diven, if M. 

Diven, J. M., Jr. 


— 
AVON 
a2 
j 
+ 
Broo 
BUFFALO... 
ut 
Maxon. G. T. 
East Rocue New YorK 
ELMHORST. . 
> 
4 
Pine &. 
Vie M. J. 


| 


Doman, J. 
Donnelly, R. V. 
Duggan, T. R. 
Dunham, H. F. 
Everett, C. M. | 
Ferguson, 8. F. 
Flinn, A. D. 
Folwell, A. P. 
Fuertes, J. H. 
Fuller, G. W. 
Gerhard, N. P. 
Goebel, L. H. 
Gould, J. W. DuB. 
Griswold, F. M. 
Hansen, A. E. 
Hazen, A. 

Hill, N. S., Jr. 
Hoagland, I. G. 
Hodgman, B. B. 
Hoffmaster, G. E. 
Hogan, J. P. 
Hogeland, A. W. 
Hone, F. deP. 
Hulett, M. 
Jackson, D. D. 
Jacobs, 8S. W. 
Johnson, G. A. > 
Johnstone, A. M. E. 


Walradt, A. E. 
Wells, G. M. 
New York { Wheeler, R. C. 
C. G. 
Wyckoff, C. R. 


{ Dignan, R. T. 
Nraacara Fatts.. Furey, J. J. 

| Shepard, C. T. 
No. TARRYTOWN..... W.R. 
No. ToNOWANDA 
NorwIcH 
OGDENSBURG 
OssINING 
Port WASHINGTON. 
POUGHKEEPSIE 


.McCaffrey, W. A. 
. Thompson, J. W. 
Sylvester, E. W. 
Rax { C. R. 
ENSSELAER.....--- | Hinkley, R. L. 


Cripps, G. E. 

| Fisher, E. A. 
Hopkins, C. C. 
Little, B. C. 
Matthews, I. E. 
Routh, J. W. 
Story 8S. B. 
Wells, J. P. 

Armstrong, R. 


Kienle, J. 
D. 
Klein, 


Klingberg, W 
Knox, S. K. 
Kriegsheim, H. 
Ledden, E. M. 


Devendorf, E. 


ScHENECTADY.. Townsend, T.N. 
Soutu Nyack Kendall, T. R. 
SOUTHAMPTON..... VanBrunt, W. D. 


McClintock, J. R. 
McKay, J. W 
Manahan, E. G. 
Merriman, T. 
Mowry, R. B. 
Nelson, F. B. 
O’Meara, R. J. 
Orchard, W. J. 
Pirnie, M. 
Potter, A. 
Potts, C. 
Provost, A. J. 
Purdy, J. H. 
Rodman, G. E. 
Schlavitz, A. 
Smith, J. W. 
Smith, M. H. 
Stevens, H. C. 
Taber, G. A. 
Thorsen, M. 
Tolman, M. 
Tribus, L. L. 
Tuttle, A. S. 
Vermeule, C. ©. 


STAPLETON Ww. 
W.M. 


Clifton, C. 
4 Eglof, J. H. 
Knickerbacker, J. 


Sherman, R. W. 
Horton, R. E. 


WATERFORD 


WATERLOO 
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| Hodgkins, H. C. 
= Smith, E. I. s 
ab Tuprer LAKE...........Bruce, T. E. ia 
Urica............ Reagan, J. F., Jr. 43 
Sherman, R.U. 


Halpin, G. R. Blackford, J. J. ’ 
WATERVLIET GS. YONKERS.......... { Wegman, E. 4 


26 


CORPORATE 
Western New York Water 

CorNING.. .Corning Water W orks. 

..Citizens Water Suppl 
MANHASSET........+. Manhasset-Lakeville Water Dist. 


American Water Works & Elect. Co., Inc. 
Federal Light & Traction Co. 


York.. Urban Water Supply Co. 
Western Reserve Water Co. 
ROCHESTER....... Sea Breeze & Vicinity Water Comn. 
Sidney Water Works Co. 
Suffern Water Commissioners sf 
Watertown Water Works = 
Wuite Puatns.......White Plains Dept. Public Wks. ea 
ASSOCIATE 4 
Hauck Mfg. Co. 
{ Tho mson Me 
uffaloMeterCo. 
ennedy Valve Mfg. Co. 
Wyckoff & Sons Co., A. 
Istanp City............ Irving Iron Works Co. 
Alberger Pump Co. 
American City 
Arnold, Hoffman & Co. = 
Central Foundry Co. 
Peter Dean, Cutler-Hammer Mfg. Co. te 


East Jersey Pipe. Co. 
Electro Bleaching Gas Co. 
El Ingeniero y Contratista 
Engineering News-Record 
Fire and Water Engineering 
Fox & Co., John 

Gillespie, TA. 

Hooker Electrochemical Co. 
Kalbfleisch 
Kellogg & Co., E. H. 
Lockwood. H. 
Mathieson Alkali Works, Inc. 
National Meter Co. 
National Water Main Cleaning Co. 
Neptune Meter Co. 
Pacific Flush Tank Co. 
Permutit Co., The 
Pitometer Co., The 
Public Works 
S.E. T Valve & Hydrant Co. 
United Lead Co. 

| United States Rubber Co. 


Yorr. 
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Warren Foundry & Machine Co. 
Water Works Equipment Co. 
Weber Subterranean Pump Co. 
| Worthington Pump & Machiner ‘Corp 
Coldwell-Wilcox 
Garlock Packing Co. 
Gould, Norman J.. Prest. 
{ Gurley,W. and L. E. 
) Ludlow Valve Mfg. Co. 
Rensselaer Valve 
Ross Valve Mfg. Co., Inc. 
Eddy Valve Mfg. Co. 


Wallace & Tiernan Co., Inc. 


NORTH CAROLINA: Active 17; Corporate 1; Total 18 
ACTIVE 


CHARLOTTE Vest, W. E. 
( Fisher, L. A. 
{ Kluttz, F. 8. 


Concorp 
| Smith, O. E. 


Duraam 
SPRINGS 


| White, G. C. 


Saville, T. 
{ Booker, W. H. 


{ Simonds, F. W. 
Maurice, G. H. 


City........Lewis, R. E. 
GOLDSBORO Grantham, C. M. 
RALEIGH Bain, E. B. 
{ Catlett, G. F. 
Maffitt, McK. 

{ Allen, H. L. 


Ludlow, J 


WILMINGTCN 
WINSTON-SALEM 


CORPORATE 


ORTH DAKOTA: Active 12; Honorary, 1: Total 13 


Atkinson, T. R. 
F. 


Dickinson, eZ 


~ 


ACTIVE 


- OHIO: Active 51; Corporate 5; Associate 7; Total 63 
ACTIVE 


a Ohliger, L. B. 


Boeh, W. H. 
Hill, J. W. 
Miller, C. N. 
Streeter, H. W. 


Wagenhals, H. H. 


CLEVELAND... 
4 


Heffelfinger, J.M. 


‘Lawrence, W. C. 
Levy, A. G. 
CLEVELAND... Martin, 
Quayle, L. A. 
Ruggles, A. V. 
Bradbury, E.G. 
Burgess. P. 
Dittoe, W. H. 
Eno, F. H. 
Hoover, C. P. 
| Mentpine, A. H. 
| Martin, J. C. 
| O’Shaughnessy, 


CoLUMBUS.. 


A 
. 
¢ FTON.. .....- smith, K. H. 
MINoT.............Wartchow, G.P. 
BIsMAnce. . Sours Farao..........Anders, F. L. 
: Sturais............Davenport, J. J. 
 -Devits Lak UNIVERSITY.............Long,A.G. 
M, 
Farqo...... R.T = 
Ts 
ib on do 
CINCINNATI..... 
Ellms, J. W. 
: 
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{ Richards, A. 
CoLuMBUS Roberts, E. I. I Inman, A. W. 
Waring, F. H. ,  NEWARK...............Kussmaul, T. 
DELAWARE Wiles, C.W, TIFFIN W ee 
rown, 


Romig, C. O. 
Champe, G. 


Judd, W. A. 
A. Toumpo........... Clark, W. G. 


| Tarr, C. W. Giesey, J. K. 
FREEMONT............Mohler, B. M. Sherman, W. J. 


Smith, E. E. Clark, A. E. 
Fisher, E. P. YOUNGSTOWN........ | Wilson, W. 


CORPORATE 


Akron City Water Works 
Lorain Water Works 
Mahoning Valley Water Co. 

YounasTown.. | Youngstown City Water Department 


ASSOCIATE 


f Bourbon Copper & Brass Works Co. 
CINCINNATI.. { Jarecki Chemical Co. 
| McGowan Co., The John H. 
{ Farnan Brass Works Co. , The 


CLEVELAND Glauber Brass Mfg. Co. 
United Brass Mfg. Co. 
FINDLAY Buckeye Traction Ditcher Co. 


OKLAHOMA: Active 2; Total 2 


BARTLESVILLE 
MIAMI 


OREGON: Active 5; Corporate 1; Total 6 


ACTIVE 


{ Clarke, D. D 
PORTLAND. Randlett, F. M. 
| Willard, E. C. 
CORPORATE 


PoRTLAND Dept. of Public Utilities Bon 


PENNSYLVANIA: Active 122; Corporate 9; Associate 22; Total 153 


ACTIVE 


ALTOONA...........-Campbell, C. B. Briston Roberts, J. S. 
Devine, W.J. BROOKVILLE Sayer, F. D. 
ASPINWALL ,C. F. Bryn Mawr Ramsey, W. H. C. 
CARLISLE Faller, 


BETHLEHEM....... Watters.G.L, CHESTER. 1 ly R.B. 
Boston Hudson, L. 


| 
ACTIVE are 4 
= > 
Green, T. L. 
3 
a 
4 HILLSBORO.............. Gat 
= be 
> 
3 
4 
a 


Meyers, A. H. 
CooPERSTOWN..... ‘Crawford, H.C 
DOYLESTOWN............-. Bishop, W. 
East PITTSBURGH..... Holmes, A. G. 
unwoody, J. H. 

ERIB............ G.C. 

f Spencer. 


Grane; J F. 
HARRISBURG....... Emerson, C. A. 


| Gannett, F. 
Hassler, S. F. 
| Knisely, J. H. 


D. J. 


Crichton, A. B. 
JOHNSTOWN........ | Watkine T. 
Cooper, W 
McKBESPORT..........-- Trax, E 
MBADVILLB...........- Ellsworth, H 

MONESSEN.......... McCabe, H. D. 
Muncy............ Thompson, W. H. 
“New Casrnp.......... Russell, C. A. 
‘Norra East............. Leet, J. N. 


Om Crry......... 


. Welker, E. 
Bartlett, N. E. 
Bean, G. L. 
Birkinbine, 
Boardman, W. H. 
Buerger, C. B. 
Davis, C. E. 
Dunlap, F.C. 
Grayson, T. J. 
Gushee, E. G. 
Haydock. C. 
Kneen,A. H. 

| Ledoux, J. W. 

| Lightfoot, WS, 

| MeCaleb, W. B. 


McCrudden, D. A. 
Manz, L. aS 
Nichols, E. M. 


"Russell, F.S 
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.......South Easton Water Co. 


Saunders, W. E. 
Siddons, J. V.S. 
Stone, R. D. 
Suttle, C. B. 
- | Tarr, H. G. H. 
Tolson, A. 
| Teautwine, J.C. 
| Van ae S. M. 
Walker. 
Wood, E. R., Jr. 
| Wood, W. 
Baton, W. U. 
Chester, J. N. 
Collins, P. O. 
Finley, C. A. 
Hopkins, F. N. 
Hutton, H. L. 
Knowles, M. 
Leopold, F. B. 
Mellon, T. A. 
Rees, S. P. 
Scharff, M. R. 
Shepherd, A. B. 
| Speller, F. N. 
| Taylor, 
POTTSVILLB.......... 
PUNXSATAWNEY...... 
{ Born, W. P. 


PHILADELPHIA.. 


C. 


| Cox, H. F. 
Dechant, W. H. 
Wells, E. K. 
Taylor,G.R. 
SHAMOKIN......... MeWilliams,C.Q. 
SHARON. Readshaw, G. A. 


J Sackett, R. L. 


Strate Walker, E. D. 


BUNBURT. Rohrbach, W. R. 
SWARTHMORE.........../ Alleman, G. 


.Pollard, W. D. 
Kendig, R. B. 


VANDEGRIFT...........- Horn, J. F. 
Pugh, M. R. 
WILKES-BARRE.......... Lance, J. H. 
WILKINSBURG....... W. Cc. 

( Keliher, T. 
WILLIAMSPORT..... Krause, M. C. 

| Wilhelm, E. G. 
WILLow GROVE..... Goentner, W. B. 


.....Filbert, W. D 
( Graff, C. W. 
1 Graff, G. W. 
| Kable, E. P. 


WoOMELSDORF... 


eee 


CORPORATE 


Eagles Mere Water Co. 


Commissioners of Water Works 


Lae 
- 
> 
in 
> 
PHILADELPH 
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White Deer Mountain Water Co. 
Mount Carmel Water Co. 


Suburban Water Co., The 
Williamsport Water Co. 


BrEerRwIcK Multiplex Mfg. Co. 
BRADFORD Dresser Mfg. Co. 

East PITTSBURGH Pittsburgh Meter Co. 
Sanitary Co. of America, The 
American Manganese Bronze Co. 

American Pipe & Construction Co., The 
Felix, Samuel P., Dravo-Doyle Co. 

Larner, Chester W., Prest. 

Leadite Co., Inc. 

Lennig & Co., Charles 

Pennsylvania Salt Mfg. Co., The 

Roberts, Charles V., Prest. 

Simplex Valve & Meter Co. 

United States Cast Iron Pipe & Foundry Co. 
Wood & Co., R. D. 

Dravo-Doyle Co. 


Pittsburgh Filter & Eng. Co. 

Pittsburgh-Des Moines Steel Co. 

Darling Valve & Mfg. Co., The 


RHODE ISLAND: Active 3; Associate 1; Total 4 


ACTIVE 
PROVIDENCE 
WOONSOCKET 


ProvipENCcE. . Builders’ Iron Foundry Co. 


SOUTH CAROLINA: Active 3; Corporate 1; Total 4 


ACTIVE 


CoLuMBIA Wyse, F.C. Union 
GREENWOOD Cothran, T. W. 


CORPORATE 


CHARLESTON 


SOUTH DAKOTA: Active 3; Total 3 


Connor, F. J. 
Davenport, J. J. 
Malven, C. F. 


126 
> 
eat 3 
— 


ACTIVE 


CHATTANOOGA........Lofton, H. M. 

CLEVELAND...... ....Newton, 8. D. MEMPHIS........ { Stromquist, W. G. 
DYERSBURG......... Blakeman, S. R. Beyer, G. 
Wilson, P. M. 4 Harrub, C. N. 
Switzer, J. A. Treanor, P. W. 
MaRYVILLE..........Rhynus, C. P. SpRINGFIELD........ Shawver, G. B. 


CORPORATE 


CoLuMBIA..... Columbia Water & Light Co. 
Mempuais...Memphis Artesian Water Dept. 


ASSOCIATE 


KNOXVILLE........... Savage Co.,W. J. 
Layne & Bowler Co. 
TEXAS: Active 12; Corporate 2; Total 14 7 7 = 
ACTIVE 
{ L.O. Fonrr Worrs........... Eldredge, G. 
Norris, J. A. Martin, A. M. 
H.E. LoN@vIEW.......... Roberts, H. N. 
D Elrod, H. E. MARSHALL............. Myers, B. F. 
Rosenthal, H. Port ARTHUR.......... Ridley, C. E. 
..French, P. E. ANTONIO......... Harding, R. J. 


CORPORATE 
TEMPLE........ Temple Water Works 


UTAH: Active 1; Corporate 1; Total 2 ra 
ACTIVE 

Satt Lake Ciry...... Cannon, 8. Q. 
CORPORATE 
tae Satt Lake City..... Salt Lake City Water Dept. 
VERMONT: Active 2; Total 2 

ACTIVE 

BENNINGTON............ Ayres, J. H. 

BURLINGTON............. Moat, C. P. 


VIRGINIA: Active 19; Corporate 3; Associate 2; Total 24 


ACTIVE 
CHARLOTTSVILLE.......Carter, C. D. 
E. FaLtus CHURCH...... Hough, L. C. 
DeMott, C. L. 
LYNCHBURG ........ Perrow, M. G. | Enslow L. H. 
Wagner, R.F. RicuMmonp....... Claiborne, H. A. 


ivezey, W. B. Davis, E. E. 
Newport NEws... { Manele, F. D. Messer, R. 
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TENNESSEE: Active 12; Corporate 2; Associate 3; Total 17 : Se on 
I 
= 
4 


AMERICAN 


CORPORATE 


. Alexandria Water Co. 
FREDERICKSBURG.......... ..City of Fredericksburg. 
Vinton-Roanoke Water Co. 


ASSOCIATE 


{ Glamorgan Pipe & Foundry Co. 


LYNCHBURG. . “4 Lynchburg Foundry Co. j 


WASHINGTON: Active 7; Corporate 1; Total 8 > 


ACTIVE 
Harper, L. V. SPpoKANE........ .......-Harding, G. 
Klapp, C. F. Everette, W. E. 
Roberts, W. J. 


CORPORATE 
ee Superintendent Water Division 


WEST VIRGINIA: Active 8; Total 8 mY 


ACTIVE 


BLUEFIBLD............ McCarthy, W Cook, A. A. 
Davisson, W. C. CLARKSBURG....... Highland, S. G. 

CHARLESTON...... Tisdale, E. S. MOUNDSVILLE............ Hetzer, M. 
Wardle, A. M. Moore, J. A. 


WISCONSIN: Active 21; Corporate 2; Associate 4; Total 27 4 


ACTIVE 
err Lyons, B. F. { Greutzmacher, C. S, 
Griffey, H. A. | Hatton, 
KENOSHA.............Brennan, B.C. Mur hy, 
{ Baker, C. M. Sando, W. 
| Mead, D. W. Strothman, L. E. 


——,, G. H. SUPERIOR........ Winslow, W. 

. ) Bohmann, H. P. WAUKESHAW.......... Hayford, B. B. 

MILWAUEEE.... Engh, H. ™M. West ALLIS......... Prochnow, H. O. 
| 


Clty Water Dept. 
ASSOCIATE 
( Allis-Chalmers Mfg. Co. 
|} Badger Meter Mfg. Co. 
Blanton, G. J., Chain Belt Co. 


| 
4 
| 
4 
3 


WYOMING: Active 3; Total 3 


{ Frank, F. W. 
BRANTFORD, ONT... 


{ Cowan, P. H. 


MAcDONALD COLLEGE, 


f Cousineau, A. 
Dorrance, F. Y. 
Field, F. E. 
Francis, W. J. 
Hale, C. 
Hunter, H. G. 
Laberge, F. C. 
Lafreniere, T. J. 
Laurie, E. 

Lea, R. 8S. 
Leclerc, P. 
Lesage, T. W. 


Leslie, J. 
MontTREAL, Que. { McCrady, MacH. 


Meadows, J. O. 
+o Mercier, P.-E. 
O’Neil, J. W. 


Plamondon, A. 
: Ross, R. A. 


Scofield, C. L. 
Surveyor, A. 
Terrault, H. A. 
Tremblay, J. 
Ward, C. M. 
ONT.... 
NortH MontTREAL, QUEBEC, 


Bay, B. C 


ACTIVE 


Carlisle, C. C. 


CANADA: Active 92; Corporate 11; Associate, 6; Total 109 
ACTIVE 
BRANDON, Man........- Shaw, A. W. 


. 4 Webster, D. L. 


Wilson,N. M.R. 
CHATHAM, ONT.... . Adams, F. P. 
EpMONTON, ALTA.......... Owens, R. 
ELMIRA, ONT.......* Bowman, A. M. 


GALT, OnT. eee ee \ Fairchild. W. H. 
GrimsBy, ONT...... Bromley, C. H. 
KITCHENER, ONT....... Michel, B. G. 
LINDSAY, ONT..... Hammond, W. H. 
Lonpon, OnT......... Hodkinson, T. 


MERRITON, ONT.........+.- Clark, R. 


| MeKechnie, F. D. 


.Warder, C. 


Drinkwater, E. 
Blair, McC. P. 


CORPORATE 


C. 
cRae, J. ol. 
Orrawa, Onr.. Macallum, A. F. 

| MacDonald, W. E. 
OUTREMOUNT....... Duchastel, J. A. 
; .Casgrain, Cc. P. 

4 

Reaina, Sask... D. 
RENFREW, ONT....... Stewart, R. J. 
St. CATHARINES, ONT ..... Milne, A. 


St. Mary’s, ONT..... Stephen, D. R. 
Sr. SrepHens, N. B.... Laflin, A. A. 


SasKaToon, Sask.......Nixon, H.C. 
SHERBROOKE, QUE..... McKeown, E. “al 
Srraturoy, Ont.....Smithrim, E. R. ag 


TEMISKAMING, Que. .Grimmer, A. K. 


(Angus, R. W. 
Berry, A. E. 
Chipman, W. 7 


4 Conway, G. R. G. 
Dallyn, F. A. 
Sat aby, F. A. 
Gordon, J. P. 
Gore, W. 
Harris, R. C. 
Howard, N. 
Mylrea, A. J. 
Randall, W. H. 
Redfern, W. B. 
Routledge. G. G. 
Rust, C. H. 
Salmond, 
Sanderson, A. U. 
iStorrie, W. 
| Wynne-Roberts, R. oO. 
Transcona, Man...McGibbon, W. 8. 
WALKERVILLE, ONT..... Brown, C. D. 
anna c 
Wrinpsor, ONT.. | Henderson, C. E. 
f Ruttan, H. N. 
. 4 Scott, W. M. 
| Stainton, H. 


WINNIPEG, MAN... 
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tANTFORD, ON ntford Water Commissior 
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fis 


Granp MERE, QUE........... Grand Mere Water Bd. 
KITCHENER, ONT................ Kitchener Water Comn.— 


mene Utilities Commission 

. Preston Light & Water Co. 
Sautt Ste. Marie, Onv.......... City Water & Light Co. 
Sr. THomas, OnT........ St. Thomas Water Commissioners 
ONT. ces Board of Water Comnrs. 
Wrinnipea, MAn...........- Greater Winnipeg Water Dist. 


ASSOCIATE 


3 Francis Hankin & Co. 
MONTREAL, QUE..... Lad. 
OTTAWA....:... Godfrey B. Green, Genl. Mgr. 
Canadian Engineer, The 
Toronto, Onv.... { Hugh MacLean, Ltd. 
| Meter Co. 


FOREIGN: Active 5 


TIENTSIN........ 


; Corporate 1; Associate 2 


; Honorary 1; Total 59 


ACTIVE 
ARGENTINA: CUBA: 
BLANCA........ Anthony, C. CAMAGUBY........... Pradas, A. C. 
asso, A. F. obby, A. 8. 
BueENos AIRES...... ) Paitovi, A. HAVANA....... ) Martinez, C. E. 
| Raffo, B. Montoulieu, H. J. 
B BS. DENMARK: ‘ 
RISBANE..... Peart, J CopPpENHAGEN.........Jarvis, A. C. 
{ Neylon, C.M. B. ENGLAND: 
MELBOURNE... \ Sather E. G. BEXHILL-ON-SEA.. .... King, C. P. 
—_ Trethowan, H. ron -Race, J. 
Port Avucusta. .Saunders, F. W. T° Lowpon { Cameron, A. P. 
HAWAII: 
Sao Pavwo......... Pedroso, A. M. Murray, H. E 
B.W.1I. Kineston, JAMaIca, HONOLULU....... {Tay Ss. W 
Walker, W. J. INDIA: 
CANAL ZONE: BOMBAT. Bhagwat, S. R. 
unker, G. C. 
Ba.Boa HEIGHTS. . { Nolte, A. G. IRELAND 
CRISTOBAL........... Dunn, W. C. ......... Wickham, J. T. 
CENTRAL AMERICA: JAPAN 
CHINA: GUADALAJARA..... Blake, C. H. M. 


MANILA 


| 13 
: 
aa 
» 
7 
Ta 
@ 
= W. R. T ...Gideon, A. 4 


5 GEOGRAPHICAL DISTRIBUTION OF MEMBERSHIP 

RUSSIA: SWEDEN: 

Simin, B. N. von Greyerz, W. 
ZARSKOE SELO......Timinoff, V. E. 

SCOTLAND: ley, F. F. 
Ross-SHIRE cIntos 

STRAITS SETTLEMENTS: ConsTANTINOPLE. . { Woods, B. C. 
SINGAPORE Tomlinson, 8S. 

CORPORATE 


- AUSTRALIA: 
Sypney..Metropolitan Bd. of Water Sup. & Sewage 


ASSOCIATE 
INDIA: 


CALCUTTA Coubrough, A.C. 
SCOTLAND: 


GLasGow Stewarts & Lloyds 


HONORARY 


> 


ts 
‘JAPAN: 


AMERICAN WATER WORKS ASSOCIATION 


SUMMARY BY STATES 


Active Corporate Associate Honorary Total 


California 

Colorado 
Connecticut 
Delaware 

District of Columbia 
Florida 


Kansas 
Kentucky 
Louisiana 


Missiesipp: 
Missouri 


New Hampshire 
New Jersey 
New Mexico 


Pennsylvania 

Rhode Island 

South Carolina 

South Dakota 


o_ 
— 
> 
Baws 


Washington 
West Virginia 
Wisconsin 


bo — 


bo 
00 


Last report 
Gain since April 1, 1920 


3 2 29 
Norte Dakota...............- 12 
Texas 
1303 
1177 


wer 


bo Associate 


Connecticut 
Maine 
Massachusetts 
Michigan 
New Hampshire..... 


2 

3 Delaware 
New Jersey 
Pennsylvania 


47 
1 
9 
22 
20 
2 
7 
2 


5 Alabama 
Arkansas 


Maryland 
Mississippi 
Missouri 


G 
California 
Colorado 


SUMMARY OF MEMBERSHIP BY DISTRICTS 
. 9 Il 109 
Rhode Island....... 3 | 
Wisconsin........... 21 2 27 #244 20 284 
. 213° 18 278 213 #18 47 278 
ar cies 3 29 ‘ 
Ohio 63 178 12 29 208 
South Carolina...... 3 1 + 
West Virginia....... 8 8 204 24 8 1 2387 
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SUMMARY OF MEMBERSHIP BY DISTRICTS—Continued = 


ciate 


Honorary 
Total 
Cor porate 
Asso: 
Honorary 
Total 


or 


ai North Dakota 
South Dakota 


| 
. % 2 
| 
4 
7 


= 


